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STROWAN FARMS DISPERSION 


91 Choice Lots . . . Sale to be held at the farm 
FREDERICKTOWN, OHIO 


SATURDAY, MAY 1, 1954 


Starting at 12:00 o'clock noon, Eastern Standard Time 


Nothing reserved. Every member of one of the breed's largest and 
strongest herds will sell. 


Having accepted the position of manager of Acadia 
Farms and no longer being able to maintain a herd 
of his own, Dwight Griffith will disperse his famous 
Strowan Herd in its entirety on Saturday, May Ist. 
The pictures on these pages will indicate the quality 
of Strowan Shorthorns. Those who are familiar 
with the records will immediately recognize this dis- 
persion as one of the best buying opportunities of 


the year. 


«x «x «x 
91 LOTS 


including the great 
proven herd sires 
IMP. CRUGGLETON NYREN 
and 
STROWAN PERFECT 


35 Cows with calves at foot 
19 Cows and Heifers soon to calve 
20 Open and Bred Heifers 


HAL LONGLEY, SALE MANAGER 


16 SOUTH LOCUST ST., AURORA, ILLINOIS 
NED W. PLACE, Assistant, WAPAKONETA, OHIO 


THE STROWAN KIND 


General Information 


TIME—12:00 o'clock noon, Eastern Standard Time on Saturday, May 
1, 1954. 


LOCATION—Strowan Farms, where the sale will be held is located 
3 miles Southwest of Fredericktown, Ohio. Fredericktown is on 
State Road 13 between Mt. Vernon and Mansfield, Ohio, and on 
Route 95 from Mt. Gilead to Wooster, Ohio. To reach the farm 
from Fredericktown go 2!4 miles Southwest on the Old Columbus 
Read, then 14 mile West. Strowan Farm is approximately 23 
miles South of Mansfield and 50 miles Northeast of Columbus, 
Ohio. 


HEADQUARTERS—Although there are good hotels and tourist cabins 
in the smaller towns near us, visitors from a distance may wish 
to stop at the Leland Hotel in Mansfield and we recommend it 
highly. If you will advise us, we will be glad to arrange reserva- 
tions for you. Please state the number in your party and the kind 
of accommodations desired. 


LUNCH—A lunch will be served at the farm at 11:00 A.M. by the ladies 
of a local organization. Come early and inspect the cattle before 
the sale. 


BIDS—Those wishing to buy at this sale but who find it inconvenient 
to attend may send buying orders to Hal Longley, the Sale Man- 
ager, 16 S. Locust St., Aurora, Illinois; Ned W. Place, Eastern repre- 
sentative of The Shorthorn World, Wapakoneta, Ohio; Allan C. 
Atlason, Secretary of the American Shorthorn Breeders’ Associa- 
tion, Union Stock Yards, Chicago, Illinois; Robert E. Schmidt, Field- 
man, Ohio Shorthorn Breeders’ Association, Delaware, Ohio, or 
to the auctioneers. 


AUCTIONEERS—J. E. Halsey, C. D. Swaffar, Stanley Perkins and Don 
Beal. 


PEDIGREES—A certificate of registry will be furnished with each lot 
sold and the certificate will be transferred to the buyer without cost 
to him. Applications for registry, properly signed, will be furnished 
for each calf sold at foot beside its dam and for each unborn calf 
sold in dam. 


TRANSPORTATION—We invite you to come a day early for a leisurely 
inspection of the herd. Those traveling by train or plane may 
come to Mansfield where we will be glad to meet them if advance 
notice is given. Mansfield is on the main lines of the Pennsylvania, 
Erie and B & O railroads. It is also on main air and bus routes. 
Consult your travel agent. 


Please bring this catalog with you to the sale. 


Here are three beautiful 
daughters of Imp. Cruggle- 
ton Allardes, the son of 
Kinellar Forager whose get 
is liberally represented in 
this sale. The heifer on 
the left will sell as Lot 34. 
The dams of the other two 
heifers also sell in this 
dispersion. 


One look at the cattle 
and the pedigrees and we 
know you will agree that 
this is the sale where you 
can buy the kind of 
shorthorns that will make 
your dreams come true. 


Terms ... Conditions . .. Guarantee 


TERMS—tThe terms of this sale are cash. Each animal will be at purchaser’s risk 
as soon as bid off but will not be delivered until settlement has been made. 
Cattle will be cared for and loaded on cars or trucks free of charge but at 
purchaser's risk of loss or injury. 


HEALTH—The Strowan Herd is located in an Accredited Area for Tuberculosis. 
All animals in the sale will be tested for Tuberculosis within 30 days of 
the date of the sale and health certificates will show them to be clean of 
this disease. Calfhood vaccination for Bang’s Disease has been practiced 
regularly in the Strowan Herd and we have been careful to buy for foun- 
dation purposes only those females that have been officially calfhood 
vaccinated. However, since the different states vary considerably in their 
Bang's entry requirements, all animals over 18 months of age will be tested 
for Bang's within 30 days of the date of the sale and the results of these 
tests will be announced from the auction block. Since nearly all states 
recognize calfhood vaccination for Bang’s, those animals that are younger 
than 18 months will be sold on the strength of their vaccinations. 


PEDIGREES—A certificate of registry and transfer will be furnished for each ani- 
mal sold as a separate lot and properly signed applications will be fur- 
nished for the registry of all calves at foot and all unborn calves. 


PLEASE NOTE—The Strowan Herd is backed by an enviable reputation gained 
through good management and honest business practices. We have utmost 
faith in our cattle and, despite the fact that this is a complete dispersal, we 
are perfectly willing to sell them with breeding guarantees. Five or six 
females in the herd have been slow and are not safely in calf at the 
time of catalog printing. The names of these females will be announced 
on sale day and these will be sold as they are and with no guarantee. 
All other animals in the sale will be sold under the following guarantee: 


GUARANTEE COVERING BULLS— 


All bulls in this sale are guaranteed to be breeders if not allowed to run 
with the herd and if maintained in as geod condition as when purchased. In case 
a bull fails to meet the guarantee, notice must be given within six months of 
the date of the sale. The purchase price, without interest, will be refunded in 
case bulls fail to meet the guarantee and the disposal of the animal will be at 
the option of the seller. 


GUARANTEE COVERING FEMALES— 


Cows with calves at foot are considered breeders and no further guarantee is 
given. Females that have passed two heat periods will be guaranteed in calf to 
the service named. In case such service is broken, a cash refund of 20 5 of 
the purchase price will be made. Any female not in calf to the service named 
must be reported within sixty days of the date of the sale. Females with service 
dates of less that two heat periods are believed to be in calf but are not so guar- 
anteed and no refund will be given in case of broken service. Any change in 
breeding date from that reported in the catalog will be announced from the 
auctioneer’s box. All females over 16 months of age will be guaranteed to be 
breeders. In case a female proves a non-breeder, the purchase price, without 
interest, will be refunded and the disposal of the animal will be at the option of 
the seller. Notice of females being non-breeders must be reported within six months 
of the date of the sale. Any cattle in this sale that are fitted for exhibition pur- 
poses by their new owners are excluded from the above guarantee. 


Announcements from the auction box will take precedence over printed mat- 
ter in the catalog. 

The above terms and guarantee constitute a contract between Dwight Griffith, 
the seller, and the buyer of each lot. Neither the sale manager nor the person 
delegated as clerk assumes any liability, legal or otherwise. 

All persons who attend this sale do so at their own risk, and the owner as- 
sumes no liability, legal or otherwise, for any accidents that may occur. 
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Three beauties from Strowan Farm. They were sold in our last sale respectively 
to Fred Smalstig, Pittsburgh, Pennsylvania; W. H. Kilcawley, Canfield, Ohio, and 
Gross Bros, Atwood, Illinois. The dam of the heifer at the left sells in this dis- 
persion as Lot 65. The dam of the heifer on the right sells as Lot 41. 


A Message From the Owner 


Having accepted the position of Vice-President and General Manager 
of Acadia Farms at Northfield, Ohio, it becomes necessary for me to dis- 
perse the Strowan Herd. Although | am thrilled over the opportunities pre- 
sented in my new position, nevertheless it is with great regret that | part 
with my own herd. I was born in a Shorthorn atmosphere and have spent 
my lifetime developing the Strowan Herd and bringing it to its present size 
and position in the industry. From the standpoint of individuality, blood- 
lines, herd bulls, and the dependability of each member, | believe the herd 
to be stronger today than at any time in its history. 

| am happy to announce that Strowan Farms will not be without Short- 
horns. The land has been leased to Robert Reese, a very successful farmer 
and Shorthorn breeder formerly located at Columbus Grove, Ohio. He will 
move his own herd to the new location and while | will have no connection 
with it, | shall always be interested in Bob's success. 

My own service to the Shorthorn industry will proceed without interrup- 
tion. The work at Acadia Farms will enable me to continue my association 
with Shorthorn breeders whom | believe to be the finest people on earth. 
| have great faith in the cattle to be sold on May Ist and, despite the fact 
that this is a complete dispersion, this faith prompts me to back them with 
guarantees. That every animal in the Strowan Herd may prove profitable 
to the new owner and an improver for the breed is my greatest wish. | shall 


hop to see you on sale day. 


Dwight A. Griffith, Owner 
Fredericktown, Ohio 


ae 


Strowan Goldie 2nd. 


This heifer is out of Lochmoor Goldie (Lot 
52) and is a full sister to Strowan Goldie 
(Lot 53). She was purchased in our 1952 
sale by W. H. Boutell for his strong Bilmar 
Herd at Grand Blanc, Michigan. The letter 
printed below, written recently by Dwight 
McCoy, manager of Bilmar Farms, is the kind 
we like to receive: 


Mr. Dwight Griffith 
Strowan Farm 
Fredericktown, Ohio 


Dear Dwight: 


Thought you might like to know how the cattle have 
turned out that we purchased in your 1952 sale. The 
Goldie heifer, from your show herd, has developed very 
well and should make a very useful brood cow. We are 
especially pleased with the outstanding heifer calf 
dropped by the Elmhurst Augusta K cow which we pur- 
chased in the same sale. This calf, sired by Cruggleton 
Nyren, is one of the best we have on the farm. She 
has an exceptionally good head, is short legged, thick 
and deep bodied. | wish we had a lot more like her. 


Sincerely, 


Dwight McCoy 
Bilmar Farms 
Grand Blanc, Michigan 


Aberfeldy Prince, the first calf by Imp. Cruggleton Nyren 
to be sold at public auction. He was sold at $5,000 in 
the 1952 Reford Gardhouse sale. 


Dwight Griffith, expert cattleman, tireless worker in the interests of the breed, 
and friend of Shorthorn breeders everywhere, has accepted a position of great 
responsibility at Acadia Farms and will completely disperse his own fine herd at 
Strowan Farms, Fredericktown, Ohio, on Saturday, May 1, 1954. Every animal in 
the herd will sell without reserve. 


It will be obvious to close followers of the breed that this dispersion will pro- 
vide unusual buying opportunities. It is one of the largest herds in the country 
and the pedigrees are strong. Because the Strowan Herd has been maintained 
for profit and not as a hobby, doubtful animals have been discarded quickly and 
remaining members have an excellent record for dependability. As an indica- 
tion of the prolificacy of the females presently in the herd, the dispersion will 
contain 35 cows that sell with calves at foot and another 19 females that will 
soon calve. 


For many years Dwight Griffith was the most liberal patron of Elmhurst 
Farms, the great herd maintained by the late F. S. Davidson, Lima, Ohio. Familiar 
through observation with the quality, breeding and prolificacy of Elmhurst pro- 
ductions, he bought as many females of this breeding as his resources would al- 
low. Later he purchased the entire herd owned by Harry Hackenberger, Lima, 
Ohio, another strong group founded almost entirely on Elmhurst breeding. 
Further strength was added through the purchase of excellent imported females 
and herd bulls from Reford Gardhouse of Ontario. The good management prac- 
tices of Dwight Griffith and the dependability of his herd members will be appar- 
ent to all who attend this auction. 


We are sorry that the Strowan Herd is to be scattered but glad that the ex- 
pert cattleman who developed it will have greater opportunities for his talents in 
his new position. Faith in his own cattle prompts him to back them with breed- 
ing and health guarantees. The terms of this guarantee are printed on page 6 
of this catalog. 


This will be a good place to buy... and a safe place to buy. 


HAL LONGLEY of The Shorihorn World. 
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OHiO'S LEADER 2d 
1953 International Grand Champion Steer Over All Breeds 


Although all credit for the winning of beef- 
dom's highest honor belongs to Ohio State Uni- 
versity, the exhibitor of Ohio's Leader 2d, and 
to House & Benroth, his breeder, we feel a small 
share of the credit belongs to us since his dam was 
bred at Strowan Farms. His immediate ancestors 
are pictured on the opposite page. Ohio's Leader 
2d, weighing 1105 pounds at 18'/2 months of age, 
is generally acclaimed as the best of a long line 
of great steers that have won sweepstake cham- 


pionships at the International Live Stock Shows. 


His Sire 


This is Edellyn Royal Lead- 
er 83rd, the son of Edellyn 
Royal Leader that sired 
Ohio's Leader 2nd. He was 
bred at Edellyn Farms and 
is owned by House & Ben- 
roth, who bred this famous 
steer. 


His Dam and 
Marernal 
Granddam 


Here is Ridgewood Lavender 2nd, 
the granddam, and Strowan Lav- 
ender G, the dam of Ohio’s Leader 
2nd. The latter was bred at Strowan 
Farms and sired by Mercury's 


Goldfinder. 


The Sire 
of His Dam 


This is . Mercury's 
Goldfinder, sire of 
the dam of Ohio's 
Leader 2nd. This son 
ot Edellyn” “Rival 
Mercury was_ used 
with success at Stro- 
wan Farms and later 
sold to Walter Bros., 
Grand Ridge, Illinois. 
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CIRCLE M ROYAL LEADER 7th 


Herd Bull For Reference Only 
CIRCLE M ROYAL LEADER 7TH 2464931 
Tattoo LE 48 RE WFM 


Dark roan, calved Sept. 25, 1947. Bred by W. F. McCanless, Salisbury, N. C. 
Owned by Strowan Farms, Fredericktown, Ohio 


{(Coldoch Sensation (275892) 


Edellyn Royal Leader 2057560 Red, W. M. Snadden 
Red, W. McNair Snadden Coldoch Bonny Rothes 2031989 
Sire Roan, W. McNair Snadden 
Edellyn Royal Leader 33d 2306927 
Red, Thos. E. Wilson (Sundial (267072) 
Roan, J. Durno 
Scotston Jealous Jean 1917365 Jealousy (132707) 
Red, William B. Robertson Dark roan, J. & D. Robertson 
Calrossie Mercury 1957318 Calrossie Control (255913) 
White, J. MacGillivray White, J. MacGillivray 
Dam Calrossie Augusta Opal (179796) 
Edellyn Rosebud 6th 2263195 Dark roan, J. MacGillivray 
Dark roan, Thos. E. Wilson 
Chivas Lord Ramsden 1772999 
Robina Rosebud 1773069 Inqeyeuay, jj, ad, Isibhne 
Red, James Durno Lynegar Rosebud 10th 1773046 
Red, John Robson, Jr. 


We publish the pedigree of Circle M Royal Leader 7th for reference pur- 
poses only. Although he is still in the herd, he has failed somewhat recently 
and we doubt the advisability of selling him in this auction. He has been a 
great sire and owes nothing to Strowan Farms. Aside from numerous private 
sales, we have sold 24 of his calves in our 1952 and 1953 auctions for a total of 
$16,450, or an average of $685. We bought him because we felt that he was by the 
best son of Edellyn Royal Leader and out of the best daughter of Calrossie 
Mercury and this was a blood combination we wanted to infuse into our herd. 
We have not been sorry. His get and service will be a feature of this sale. 
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The Strowan Kind 


Circle M Royal Leader 7th has done a great job 


in the Strowan herd. Included among his get are 
Strowan Sundial and Strowan Sovereign Lady 2d, 
pictured above, the two outstanding individuals 
that won fourth prize in the class for pair of yearlings 
at the 1951 International Live Stock Show. The 
former sold at $4,000 to Carl M. Johnson, DeKalb, 
Nlinois, after winning third prize in the open summer 
yearling class. The latter sold at $1,050 to Carson 
Gibson, Houston, Texas, after standing high in the 
junior yearling class. This sale contains many of 
his calves and yearlings. After you see them you 
will agree that he is a truly great sire. 
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As a two- 
year-old 


D 


Lot 1, Bull 


CRUGGLETON NYREN 


As he looks 
today 


q 


For reference and sale 


CRUGGLETON NYREN 2696-967 (375668) —326717— 
Tattoo RE MAJ Gl105 
Dark roan, calved Oct. 4, 1949. Bred by Albert J. Marshall, Stranraer, Wigtown- 


shire, Scot.; imported to Canada in April, 1951 by Reford W. Gardhouse, Weston, 
Ont., Canada 3rd owner, April 28, 1951. Strowan Farms, Fredericktown, Ohio. 


Cruggleton Willingdon (291229) 
RLW, A. J. Marshall 
Sire 
Cruggleton What's Wanted 2555154 
Red, Albert Jas. Marshall 


Princess Em (263112) 
Red, Albert Jas. Marshall 


Cruggleton Perfect (303904) 
Red, A. J. Marshall 

Dam 

Olwen Nonpareil (289025) 

Dark roan, A. J. Marshall 


Ophirie Nonpareil (190143) 
Dark roan, A. J. Marshall 
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(Cruggleton Captivator (276163) 
|RLW, A. J. Marshall 
|Glastullich Pamy (160091) 

|[Red, Wm. MacGillivray 


Cruggleton Perfect (303904) 
Red, A.J. Marshall 
Princess Emma (200392) 
Red, Albert Jas. Marshall 


Garguston Sovereign (291047) 
Red, R. S. McWilliam 
Princess Camelia (131182) 
{Dark roan, A.J. Marshall 


(Cruggleton Burvic (269576) 
|Red, A.J. Marshall 

| Ophelia Nonpareil (121008) 
{Dark roan, A. J. Marshall 


oe 


His Sire's Sire His Dam's Sire 


Cruggleton Willingdon, famous Cruggleton Perfect, the greatest 
wherever Shorthorns are known. Shorthorn bull of his time. He sired 
He sired the sire of Cruggleton the dam of Cruggleton Nyren. 


Nyren. 


Who will be the fortunate 
new owner of Cruggleton 
Nyren, one of the greatest 


imported sires of es ok 
the day? His Half Brother 


Cruggleton Neville, in service in the 
herds of Anderson Bros., in Scot- 
land, is a half brother of Cruggle- 
ton Nyren out of the same dam, The 
supreme champion and reserve su- 
preme champion of the 1954 Perth 
Show and Sale were both bred in 
the herd of Alex Anderson, one of 
the owners of Cruggleton Neville. 


Perhaps we may be prejudiced but we believe Cruggleton Nyren is the 
greatest tried sire to be offered for sale anywhere. Imported by Reford Gard- 
house, he has been in service in the Strowan herd since his arrival from Scot- 
land in 1951. Unfortunately, we do not have a large number of mature calves 
by him in this sale because we sold many of the females carrying his service in 
our 1952 and 1953 auctions. However, all who bought females bred to him re- 
port grand calves. In this sale we will offer a few short yearlings and a larger 
number of little calves and these certainly display quality enough to convince 
anyone that he is a truly great sire. Cruggleton Nyren, combining in the very 
top of his pedigree the blood of Cruggleton Willingdon and Cruggleton Perfect, 
is bred to suit the most critical. The eyes of the entire Shorthorn fraternity will 
be focused on the buyer of this great tried, imported sire. His first bull was ex- 
hibited by Gardhouse at the 1952 Canadian National Exhibition and stood 
second in a strong class, later selling in the Gardhouse auction at $5,000. Who 
will be the fortunate new owner? 

Although this is a dispersion, Cruggleton Nyren will be sold with a breeding 
guarantee. The terms under which he is being sold are printed on page 6 of 
this catalog. 
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STROWAN PERFECT 


Lot 2 Bull 


STROWAN PERFECT 2718-860 
Tattoo LE S 74 


Red, calved Jan. 6, 1952. Bred by Alexander W. Fraser, Fraserburg, Aberdeen- 
shire, Scotland; calved property of Strowan Farms, Fredericktown, Ohio. 


(Garguston Sovereign (291047) 


Cruggleton Perfect (303904) |Red, R. S. McWilliam 

Red, A. J. Marshall |Princess Camelia (131182) 
Sire {Dark roan, A.J. Marshall 
Cruggleton Acheson (375639) 
Red, A. J. Marshall (Lawton President Roosevelt (308482) 


|Red, William Henderson 
Glastullich Augusta Dora (250967) | Augusta Diana (210299) 
Dark roan, William J. MacGillivray (Dark roan, William J. MacGillivray 


Ascreavie White Knight (353573) (Pusk (337117) 

White, T. O. Mills |Red, G. W. Pitcaithly 
Dam |Calrossie Madge Ramsden (240502) 
Princess Barrie 2696971 [Roan, John MacGillivray 


Dark roan, Alexander W. Taylor 
(Calrossie High Finance (315167) 
Princess Barbara (292632) |Red, John MacGillivray 
Red, Alexander W. Taylor |Kinellar Princess Royal 7th (246299) 
|[Red, Sylvester Campbell 


Want an outstanding show bull 
and a truly great proven sire? 


HERE HE IS! 
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Here is Cruggleton Acheson, the sire of Strowan Perfect. 
Cruggleton Acheson is by Cruggleton Perfect and is a 
full brother to Cruggleton Account, the bull Les Mathers 
Tanck supreme champion when he judged at Perth in 


The man who buys 


Strowan Perfect 


will never have Here is Cruggleton Account, supreme 
champion at the 1949 Perth show. He 


was bred by A. J. Marshall and sold 
cause to be for approximately $30,000 to the Boots 
Pure Drug Co., for use in the famous 
Westdrums herd. He is a full brother 
sorry... to Cruggleton Acheson, the sire of 
Strowan Perfect. 


Strowan Perfect is well named because he is one of the most perfect calves 
ever developed at Strowan Farms. His dam is also included in this sale and you 
must see her to fully appreciate the bull. We bought her from Reford Gardhouse. 
From the day Strowan Perfect was born, we knew that he was exactly what we 
wanted. We have exhibited him for two seasons and he never stood below sec- 
ond. He won his class at the 1952 Ohio State Fair as a junior calf and repeated 
in 1953 at the Michigan State Fair as a junior yearling. His sire, Cruggleton 
Acheson, is a direct son of the great Cruggleton Periect and is a full brother 
to Cruggleton Account, the bull that Les Mathers named as his Supreme Cham- 
pion the year he judged the great Shorthorn Show in Perth, Scotland. Strowan 
Perfect is one of the great breeding bulls of the day. His calves are here and 
they are excellent. He will be sold in this dispersion along with his calves and 
many females carrying his service. Fortunate indeed will be his new owner. 
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(Left) Ringwell Orange Talisman, 
grand champion female at the 1953 
International. The sire of Lot 3 is 
a half brother out of the same cow 
as Ringwell Orange Talisman. 


(Righ) Lochmoor Sir Talis- 
man, Lot 3 in this sale, His 
sire is a half brother out 
of the same cow, to Ring- 
well Orange Talisman, the 
1953 International grand 
champion female.  Loch- 
moor Sir Talisman is a 
half brother, by the same 
sire, as the first prize 
junior heifer calf at the 
1953 International. 


Sea 


Lot 3 LOCHMOOR SIR TALISMAN 2719-973 Bull 
Tattoo RE H 47 


Dark roan, calved Sept. 8, 1952. Bred by Ringwell Farms, Ringwood, IIl.; 
calved property of H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Kirkton Baronet (335904) 


Beaufort Boxer (352726) |Dark roan, K. P. MacGillivray 
Red, Lord Lovat | Millhills Golden Bud (266043) 
Sire |[Red, Duncan M. Stewart 
Ringwell Sir Talisman 2526673 
Red, Lord Lovat (Bapton Battleship (316198) 


\Red, “Ja Vo hank 
Beaufort Orange Talisman 2526674 |Orange Talisman (251310) 


Dark roan, Lord Lovat {Dark roan, Albert James Marshall 
Barquhar Commander 2532130 (Calrossie High Finance (315167) 
Roan, J. Maurice G. Brown Red, John MacGillivray 
Dam |Kinellar Ury Maid 17th (257604) 
Ringwell Snowdrop 2577227 Roan, Sylvester Campbell 


White, Ringwell Farms 
(Klaymor Heir 2274161 

Ringwell Orange Blossom 3d 2404291 |Red, W. J. Russell 

Roan, Ringwell Farms |Edellyn Orange Blossom 43d 2071130 
White, Thos. E. Wilson 


Lochmoor Sir Talisman—One of the most compactly built bulls of the breed and 
a bull with a strong head, great thickness and perfect balance. His sire, Ringwell 
Sir Talisman, is a half brother out of the same cow to Ringwell Orange Talis- 
man, grand champion female at the 1953 International Livestock Show. Lochmoor 
Sir Talisman is a half brother by the same sire to the first prize junior heifer calf 
at the 1953 International Livestock Show. His dam is in this sale and is a great 
cow. 
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Strowan Gold Ring, Lot 4. 


Lot 4 : Bull 


STROWAN GOLD RING 2728-457 
Akeunerey line. (Sil 


Dark roan, calved Jan. 8, 1953. Bred and owned by Strowan Farms, Frederick- 
town, Ohio. 


Cruggleton Willingdon (291229) 
Cruggleton What's Wanted 2555154 RLW, A. J. Marshall 
Red, Albert Jas. Marshall Princess Em (263112) 
Sire Red, Albert Jas. Marshall 
Cruggleton Nyren 2696967 
Dark roan, Albert J. Marshall Cruggleton Perfect (303904) 
Red, A. J. Marshall 
Olwen Nonpareil (289025) Ophirie Nonpareil (190143) 
Dark roan, A. J. Marshall {Dark roan, A. J. Marshall 
Edellyn Modern Mercury 2024078 {Calrossie Mercury 1957318 
Roan, Thos. E. Wilson | White, J. MacGillivray 
Dam |Glenburn Ramsden Lass 1711819 
Elmhurst Clipper Rose 2340281 |[Roan, F. H. Deacon 


Red, F. S. Davidson 
(Radiance Gold King 2002910 


Clipper Rose 8th 2113235 |Red, Griswold Bros. 


Red, Otto G. Johnson |Clipper Rose 5th 1997659 
|Red, Otto G. Johnson 


Strowan Gold Ring—A dark roan son of Cruggleton Nyren, smooth and good 
headed. His dam is one of the top daughters of the great sire Edellyn Modern 
Mercury, and his granddam won her class at the International. 
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Strowan Allardes, Lot 5. 


Lot 5 Bull 
STROWAN ALLARDES 2770-611 
cli toon lbw oma 4 


Red, calved Aug. 8, 1953. Bred by H. E. Hackenberger, Lima, Ohio; 2nd owner, 
Sept. 15, 1953, Strowan Farms, Fredericktown, Ohio. 


(Uppermill Ambassador (333370) 


Kinellar Forager (365382) |White, James Durno 

Dark roan, Sylvester Campbell |Kinellar Ury Maid 19th (282721) 
Sire |[Red, Sylvester Campbell 
Cruggleton Allardes 2666575 
Red, Albert J. Marshall aes Earl (328381) 

Red, A. J. Marshall 

Donah Averne (336094) |Roma Averne (240848) 

Red, A. J. Marshall |[Red, A. J. Marshall 

Cruggleton Allardice 2486210 fAscreavie Duthie (321719) 

Red, Albert Jas. Marshall |Red, T. CG, Mills 
Dam | Augusta Gipsy (240786) 
Marellbar Clipper Rita 4th 2581610 |RWM, Albert James Marshall 


Red, Wm. Bartholomay, Jr. 
(Harviestoun Golden Glory (303224) 
Calrossie Clipper Rita 2360480 |Red, J. E. Kerr 
Red, John MacGillivray |Calrossie Clipper Ray (240493) 
|Red, John MacGillivray 


Strowan Allardes—Only a September calf but a good one. He is a deep 
red son of Imp. Cruggleton Allardes, out of the great cow Marellbar Clipper Rita 
4th by Cruggleton Allardice, the famous Marellbar herd sire. This bull is thick 
and lowset with good lines. His pedigree represents a perfect combination of 
Calrossie and Cruggleton blood. 
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Strowan Sundial, bred at Strowan Farms and sired by Circle 
M Royal Leader 7th. He was purchased in the 1951 Interna- 
tional Congress at the top figure of $4,000 and now heads the 
strong Polled Shorthorn herd of Carl M. Johnson, DeKalb, IIli- 
nois. His first calf, a heifer only ten months of age, was the 
grand champion female at the 1954 Illinois Polled Shorthorn 
Show and Sale and was purchased by Lynnwood Farms at 
a The dam of this great bull will sell in this auction as 
ot : 


Lot 6 STROWAN AIR MONARCH 277-612 Bull 
Ikengiere: ILE, S) Sy? 


Roan, calved July 22, 1953. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
(Edellyn Royal Leader 2057560 
Edellyn Royal Leader 33d 2306927 |Red, W. McNair Snadden 
Red, Thos. E. Wilson Ea Jealous Jean 1917365 
Sire Red, William B. Robertson 
Circle M Royal Leader 7th 2464931 
Dark roan, W. F. McCanless (Calrossie Mercury 1957318 
| White, J. MacGillivray 
Edellyn Rosebud 6th 2263195 |Robina Rosebud 1773069 
Dark roan, Thos. E. Wilson |[Red, James Durno 
Edellyn Royal Leader 18th 2247147 (Edellyn Royal Leader 2057560 
Red, Thos. E, Wilson Red, W. McNair Snadden 
Dam Elcona Emma 2105254 
Lochmoor Clipper Ann 2498446 Roan, Miles of View Farms 
Roan, H. E. Hackenberger 
Pittodrie Goldfinder (299075) 
Knowle Clipper Ann 3d 2408348 iDark roan, R. Laidlaw Smith 
Dark roan, F. W. Furness iTarbat Clipper Ann (197844) 


[Red, W. W. Gill 


Strowan Air Monarch—A full brother to Strowan Sundial, the great calf that 
topped the 1951 International Congress at $4,000 and that now heads the herd 
of Carl M. Johnson, DeKalb, Illinois. This calf is one of the most rugged, deep 
ribbed, straight lined, good legged, natural fleshed calves ever produced at 
Sirowan. His dam is one of the top daughters of Edelly Royal Leader 18th. and 
he has certainly been one of the top breeding sons of the All American sire, 
Edellyn Royal Leader. If you want weight-for-age and conformation plus, this 
is your bull! a 


This is a good place to buy a bull. 


Two great tried sires are selling and along 


with them go thirteen younger bulls, all 


of real show promise and all displaying 


the earmarks of future great sires. 


Lot 7 


STROWAN ROYAL RAMSDEN 2770-620 


Tattoo LE § 133 


Red, calved June 1, 1953. Bred and owned by Strowan Farms, Fredericktown, 


Edellyn Royal Leader 33d 2306927 


Red, Thos. E. Wilson 


Sire 


Circle M Royal Leader 7th 2464931 
Dark roan, W.F. McCanless 


Edellyn Rosebud 6th 2263195 
Dark roan, Thos. E. Wilson 


Pittodrie Upright 2380873 
Red, R. Laidlaw Smith 


Dam 
Strowan Priscilla 2618382 
Red, Strowan Farms 


Priscilla 4th 2538978 


RWM, George R. Breckon 


{Edellyn Royal Leader 2057560 


|Red, W. McNair Snadden 


|Scotston Jealous Jean 1917365 
|[Red, William B. Robertson 


{Calrossie Mercury 1957318 
White, J. MacGillivray 
|Robina Rosebud 1773069 


(Red, James Durno 


(Bapton Upright (316211) 
Red, J. V. Rank 

Pittodrie Andrea (243048) 
Red, R. Laidlaw Smith 


(Royal Ramsden =264179= 
Roan, Gordon G. Breckon 
Priscilla 2d =336004= 


|Roan, George R. Breckon 


Strowan Royal Ramsden—This son of Circle M. Royal Leader 7th is out of 
Strowan Priscilla, one of the good daughters of the famou Pittodrie Upright and 
from a family that is producing the right kind. He is a deep, thick, good lined 
calf with a lot of roominess through his fore-ribs and an underpinning that will 
stand the test of time. If you want weight-for-age, smoothness, good fleshing 
qualities, good colors and a world of substance in your calves, this bull deserves 


your attention. 
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Calrossie Rosewood Fortress, the great imported son 
of Calrossie Cupbearer by Kirkton Baronet that is 
owned jointly by Red Gate Farms, Canfield, Ohio, and 
Acadia Farms, Northfield, Ohio. Lot 8 in this sale is 
one of his good sons. 


Lot 8 Bull 
STROWAN FORTRESS 2770-616 


hennerey We, YAS) 


Roan, calved June 12, 1953. Bred by W. H. Kilcawley, Canfield, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


(Kirkton Baronet (335904) 
Calrossie Cupbearer (352903) Dark roan, K. P. MacGillivray 
Red, John & D. P. MacGillivray Calrossie Lily Pauline (220425) 
Sire Dark roan, John MacGillivray 


Calrossie Rosewood Fortress 2621147 


Roan, John & D. P. MacGillivray 


Calrossie Rosewood Beth (303431) 
Roan, John & D. P. MacGillivray 


Buttermere Blend 2480327 


(Glastullich Fortress (321245) 
Dark roan, Wm. J. MacGillivray 
Calrossie Eve Rosewood (210266) 
Red, J. MacGillivray 


Larbert Commando (335168) 


Dark roan, C. McPherson Red, Peter Forbes Jones 
Dam Marden Blythesome 9th (272563) 
Blend’s Crocus of Red Gate 2601277 |White, Peter Greenwell 


White, W. H. Kilcawley 
Lawton Alfred (308477) 


Red, William Henderson 
Bapton Crocus 32d (191613) 
|[Red, J. V. Rank 


Strowan Fortress—In this calf flows the best blood of Scotland. His sire, 
Calrossie Rosewood Fortress, is by the great MacGillivray bull Calrossie Cup- 
bearer, he by the renowned Kirkton Baronet. His dam is an excellent cow of the 
Bapton Crocus family His sire is producing top calves in two of the great herds 
in America, Red Gate and Acadia Farms.: A half brother has been twice cham- 
pion bull at the strong Pennsylvania Farm Show. 


Bapton Crocus 61st 2394447 
Roan, J. V. Rank 
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Acadia Modern Mercury, a great bull owned by 
Griffith Williams, Fredericktown, Ohio. He is a 
half brother, out of the same dam, as Strowan 
Observer, Lot 9 in this sale. 


Lot 9 Bull 


STROWAN OBSERVER 2770-617 
ctioom aewomlc 


Red, calved July 18, 1953. Bred and owned by Strowan Farms, Fredericktown, 
Ohio. 


Fas Royal Leader 2057560 


Edellyn Royal Leader 33d 2306927 Red, W. McNair Snadden 


Red, Thos. E. Wilson Scotston Jealous Jean 1917365 
Sire Red, William B. Robertson 
Circle M Royal Leader 7th 2464931 
Dark roan, W.F. McCanless (Calrossie Mercury 1957318 
| White, J. MacGillivray 
Edellyn Rosebud 6th 2263195 |Robina Rosebud 1773069 
Dark roan, Thos. E. Wilson [Red, James Durno 
Edellyn Modern Mercury 2024078 feet Mercury 1957318 
Roan, Thos. E. Wilson White, J. MacGillivray 
Dam |Glenburn Ramsden Lass 1711819 
Elmhurst Augusta 2d 2209217 |[Roan, F. H. Deacon 


Red, F. S. Davidson 
Hees Observer (258300) 
Garguston Augusta 30th 2103100 Red, S. Campbell 
Roan, R. S. McWilliam |Garguston Augusta 15th (160262) 
[Dark roan, R. S. McWilliam 


Strowan Observer—This calf is one of the good sons of Circle M Royal 
Leader 7th, out of Elmhurst Augusta 2nd, she from the famous Garguston Augusta 
family and by Edellyn Modern Mercury, one of the very top breeding bulls ever pro- 
duced at Edellyn Farms. All of his daughters have been top brood cows and 
the dam of this bull is no exception. We believe this bull will be an improver. 
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Strowan Control, Lot 10. 


Lot 10 Bull 


STROWAN CONTROL 2770-615 
lrattoo: LEw Ss: [30 


Roan, calved July 14, 1953. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
Edellyn Royal Leader 2057560 
Edellyn Royal Leader 33d 2306927 Red, W. McNair Snadden 
Red, Thos. E. Wilson Scotston Jealous Jean 1917365 
Sire LRed, William B. Robertson 
Circle M Royal Leader 7th 2464931 
Dark roan, W. F. McCanless (Calrossie Mercury 1957318 
White, J. MacGillivray 
Edellyn Rosebud 6th 2263195 Robina Rosebud 1773069 
Dark roan, Thos. E. Wilson [Red, James Durno 


Circle M Royal Leader 7th 1464931 {Edellyn Royal Leader 33d 2306927 


Dark roan, W.F. McCanless Red, Thos. E. Wilson 
Dam Edellyn Rosebud 6th 2263195 
Strowan Dorothy May 2705532 Dark roan, Thos. E. Wilson 


Red, Strowan Farms 

(Naemoor Magnate 2381321 

Elmhurst Countess 2d 2512231 RWM, Robert Moubray 

Red, F.S. Davidson Lady Dorothy May 3d 2110121 
{[Roan, Cecil Philp 


Strowan Control—Are you looking for a bull that has a great head and neck 
set neatly into the shoulders, with shoulders laid smoothly into a set of deep, well 
sprung ribs, with a loin wide and deep? He is smooth from his shoulders to his 
tail-head, deep in his flank, and his hindquarters are meated to his hocks. He is 
as thick as he is deep, has a million dollar color and a world of style. Have a 
look at this double bred Circle M Royal Leader 7th bull, then study his pedigree. 
He is a real show and breeding prospect. 
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Willow Lee Wonder 17th, junior and grand champion 
bull at the 1953 Ohio State Shorthorn Show, and first 
prize senior bull calf at the 1953 Ohio State Fair, owned 
and exhibited by House and Benroth, Willow Lee Farms, 
Washington C. H., Ohio. He is a son of Imp. Drynie 
Wonder and is a half brother to Willow Lee Wonder 6th, 
sire of many calves in this sale. 


Lot 11 Bull 
STROWAN BRIGAND 2770-614 
Tattoo LE S 149 


Red, calved Oct. 12, 1953. Bred by H. E. Hackenberger, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


(Naemoor Immaculate (315706) 


Drynie Wonder 2549781 | White, Robert Moubray 
Roan, R. MacLean |Larbert Waterloo 13th (239751) 
Sire |Red, Peter Forbes Jones 
Willow Lee Wonder 6th 2677415 
Red, O. W. House (Edellyn Modern Mercury 2024078 
|Roan, Thos. E. Wilson 
Elmhurst Lady Dorothy 2209218 Lady Dorothy May 3d 2110121 
Roan, F. 8S. Davidson (Roan, Cecil Philp 
Beaufort Brigand 2348470 (Bapton Battleship (316198) 
Dark roan, Lord Lovat lavexel, |]. W/, laxenaile 
Dam |Beaufort Augusta (240297) 
Susanna Nonpareil 3d 2594889 [Red, Lord Lovat 
Darksrocnyaro es ©rbrycm 
(Calrossie Mercury 1957318 
Edellyn Nonpareil 14th 2186587 White, J. MacGillivray 
Red, Thos. E. Wilson | Allendale Nonpareil 1982130 


|[Red, A. J. Marshall 


Strowan Brigand—Want a bull that can show and win in the senior calf 
class this year and a bull that is certain to develop into a future great sire? Here 
he is. This calf is another son of Willow Lee Wonder 6th, a bull that proved him- 
self a great sire in the Hackenberger herd. Strowan Brigand’s dam comes from 
the famous Edellyn Nonpareil family. This calf is really worth a _ look. 
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Imp. Drynie Wonder, the noted son of Naemoor Immacu- 
late that heads the Willow Lee herd, owned by House 
and Benroth at Washington C. H., Ohio. His calves have 
won high honors in American show rings. This sale 
contains many sons and daughters of Willow Lee Wonder 
6th, one of the best breeding sons of Imp. Drynie Wonder. 


Lot 12 Bull 
STROWAN AUTOCRAT 2770-613 


MettoomEmonloz 


Red, calved Oct. 15, 1953. Bred by H. E. Hackenberger, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


(Naemoor Immaculate (315706) 


Drynie Wonder 2549781 |White, Robert Moubray 
Roan, R. MacLean |Larbert Waterloo 13th (239751) 
Sire |[Red, Peter Forbes Jones 
Willow Lee Wonder 6th 2677415 
Red, O. W. House (Edellyn Modern Mercury 2024078 
|Roan, Thos. E. Wilson 
Elmhurst Lady Dorothy 2209218 |Lady Dorothy May 3d 2110121 
Roan, F. S. Davidson {Roan, Cecil Philp 
Scotsdale Autocrat 2381633 (Uppermill Autocrat (333371) 
Dark roan, James Durno, Jr. |Red, James Durno 
Dam |Glassingall Delicia 4th 2381631 
Greenwood Gem 2544278 [Dark roan, W. C. Dickson 


Red, David S. Graham 
[Comet (319287) 
Golden Gem 2490076 |Red, James Durno 
Dark roan, James Durno |Golden Favour (227692) 
[Dark roan, James Durno 


Strowan Autocrat—A red son of Willow Lee Wonder 6th by Imp. Drynie 
Wonder, the bull that has put House and Benroth to the front. His dam is Green- 
wood Gem by Scotsdale Autocrat, another sire that has helped put Ohio Short- 
horns on the map. This calf is thick, deep, rugged and a bull that can add dol- 
lars to any breeding establishment. 
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Willow Lee Beauty 4th bred and owned 
by House and Benroth and a daughter 
of Imp. Drynie Wonder. She has won 
many top prizes in American show rings. 
She is a half sister to Willow Lee Won- 
der 6th whose calves will be a feature 


of this sale. 


Lot 13 


STROWAN PAYMASTER 2770-618 
Weiivee WES se 


Red, calved Sept. 22, 1953. Bred by H. E. Hackenberger, Lima, Ohio calved 
property of Strowan Farms, Fredericktown, Ohio. 


Drynie Wonder 2549781 
Roan, R. MacLean 
Sire 
Willow Lee Wonder 6th 2677415 
Red, O. W. House 


Elmhurst Lady Dorothy 2209218 
Roan, F. 8S. Davidson 


Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 

Dam 

Elmhurst Myrtle 3d 2316206 

Redaat os Davidson 


Beathon Myrtle 2d 2032503 
Roan, Cecil Philip 


(Naemoor Immaculate (315706) 
White, Robert Moubray 
Larbert Waterloo 13th (239751) 
|Red, Peter Forbes Jones 


Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 

Lady Dorothy May 3d 2110121 
(Roan, Cecil Philp 


Calrossie Mercury 1957318 
White, John MacGillivray 
Glenburn Ramsden Lass 1711819 
|Roan, F. H. Deacon 


(Cumberland =219254= 
|White, John Miller, Jr. 
|Beathon Myrtle 2003555 
|Red, Beath Farms 


Strowan Paymaster—A good thick, red, deep bodied calf that has the making 
of a real show bull. He is a son of Willow Lee Wonder 6th, he has a double 
infusion of Edellyn Modern Mercury and his dam is a member of the popular 
Myrtle family that did so well in the Beath, Maxwalton and many other herds. 


This bull should head a top herd. 
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The trio shown above won first prize in the junior 
get-of-sire class at many shows in 1953 including 
the Ohio State Fair and the International Live- 
stock Exposition. They are by Imp. Drynie Won- 
der and are half brothers and sisters to Willow 
Lee Wonder 6th whose get will be prominent in 
this sale. 


Lot 14 


STROWAN ROYAL OAK 2770-619 
et toou EE momls/, 


Roan, calved Oct. 25, 1953. Bred by H. E. Hackenberger, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


Drynie Wonder 2549781 
Roan, R. MacLean 
Sire 
Willow Lee Wonder 6th 2677415 
Red, O. W. House 


Elmhurst Lady Dorothy 2209218 
Roan, F. S. Davidson 


Drynie Royal Oak 2361707 
Roan, Robert Maclean 


Dam 
Lochmoor Clipper A 2408351 
White, S. G. Bennett 


Knowle Clipper Ann 3d 2408348 
Dark roan, F. W. Furness 


{(Naemoor Immaculate (315706) 
|White, Robert Moubray 
|Larbert Waterloo 13th (239751) 
|[Red, Peter Forbes Jones 


{Edellyn Modern Mercury 2024078 
|Roan, Thos. E. Wilson 

|Lady Dorothy May 3d 2110121 
{[Roan, Cecil Philp 


(Naemoor Immaculate (315806) 
| White, Robert Moubray 
|Drynie Rosewood 67th (230799) 
{[Red, Robert Maclean 


(Pittodrie Goldfinder (299075) 

|Dark roan, R. Laidlaw Smith 
|Tarbat Clipper Ann (197844) 

[Red, W. H. Gill 


Strowan Royal Oak—lIn this thick, short coupled, short legged, good headed 
calf we have a concentration of the blood of Naemoor Immaculate. This Clipper 
Ann family has proved its value in many herds. The females not only have 
produced good females but they have also produced top bulls. Here is 


a promising senior calf for 1954 shows. 
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Shown above are the pair of calves by Imp. Drynie 
Wonder that stood third in class at the 1953 Inter- 
national. They are owned by Willow Lee Farms, 
Washington C. H., Ohio. Be sure to see the calves 
in this sale sired by Willow Lee Wonder 6th, their 
half brother. 


Lot 15 Bull 
STROWAN WONDER 2770-621 
licttool GE onles 


Roan, calved Sept. 16, 1953. Bred by H. E. Hackenberger, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


{(Naemoor Immaculate (315706) 


Drynie Wonder 2549781 White, Robert Moubray 
Roan, R. MacLean Larbert Waterloo 13th (239751) 
Sire |[Red, Peter Forbes Jones 
Willow Lee Wonder 6th 2677415 
Red, O. W. House (Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 
Elmhurst Lady Dorothy 2209218 Lady Dorothy May 3d 2110121 
Roan, Fes. Davidson Roan, Cecil Philp 
Edellyn Modern Mercury 2024078 bane a Mercury 1957318 
Roan, Thos. E. Wilson White, John MacGillivray 
Dam Glenburn Ramsden Lass 1711819 
Elmhurst Myrtle 6th 2463177 Roan, F. H. Deacon 


White, F. S. Davidson 
(Cumberland =219254= 
Beathon Myrtle 2d 2032503 White, John Miller, Jr. 
Roan, Cecil Philp |Beathon Myrtle 2003555 
Red, Beath Farms 


Strowan Wonder—Here is a roan calf that is tops from his head to his round, 
a calf that is hard to fault. He is talking proof that Willow Lee Farms have a 
great progenitor of type in Drynie Wonder and that the doubling up of Modern 
Mercury is a perfect blood blend. This calf is International show calibre and 
truly one of the top prospects to be offered this spring. 
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A scene in the Strowan pasture. 
will be the feature of this sale. 


35 cows sell with lusty calves at foot and 
many are rebred. Most of these calves 
are by the famous imported sire, Cruqgle- 
ton Nyren, a Marshall-bred bull whose 
sire is by Cruggleton Willingdon and dam 
by Cruggleton Perfect. Remember—the 
first bull sired by Cruggleton Nyren 
brought $5,000 in the Gardhouse auction. 


* * 


19 more great cows and heifers will calve 
in the Spring and Summer. Those who buy 
females in this dispersion will receive 
quick dividends. 


* * 


20 open and bred heifers are to be sold. 
This group contains a grand lot of show 
prospects. 


Females like these with lusty calves at foot 


About the Females in This Sale 


31: 


Strowan Sportsman, shown above, is out 
of the great cow Elmhurst Augusta 2nd, 
Lot 16 in this sale. He was sold in the 
1953 International Congress Sale _ to 
Thomas Monahan, South Shore, South 
Dakota, for $1,000. 


Lot 16 Female 
ELMHURST AUGUSTA 2D 2209217 
Tattoo RE D50 


Red, calved Dec. 10, 1943. Bred by F. S. Davidson, Iima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Calrossie Control (255913) 


Calrossie Mercury 1957318 | White, J. MacGillivray 

White, J. MacGillivray |Calrossie Augusta Opal (179796) 
Sire {Dark roan, J. MacGillivray 
Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson Fae Favorite 1430250 

Roan, Thos. E. Wilson 

Glenburn Ramsden Lass 1711819 |Miss Ramsden 3d =232223= 

Roan, F. H. Deacon [Red, John Miller, Jr. 

Kinellar Observer (258300) (Cluny Proud Ian (236114) 

Red, S. Campbell |Dark roan, Lady Cathcart 
Dam |Kinellar Miss Ramsden 5th (94909) 
Garguston Augusta 30th 2103100 |Red, S. Campbell 


Roan, R. S. McWilliam 
(Garguston Golden Flare (250899) 
Garguston Augusta 15th (160262) |Dark roan, R. S. McWilliam 
Dark roan, R.S. McWilliam | Augusta Aimee 175359 
[Dark roan, R. S. McWilliam 


Elmhurst Augusta 2nd—One of the outstanding producing daughters of Edellyn 
Modern Mercury and out of a great imported cow. A daughter of Elmhurst Au- 
gusta 2nd is one of the valued females in the Acadia herd and_a son, Strowan 
Sportsman, was purchased by Thomas F. Monahan, South Shore, South Dakota, at 
$1,000 in the 1953 International Congress sale. Her dam, Imp. Garguston Au- 
gusta 30th, is a member of the same family that produced Drummondreach Advo- 
cate, the 1953 Perth champion bull that was purchased by the Browns of Ken- 
tucky. Elmhurst Augusta 2nd will calve before sale day to the service of Circle 
M Royal Leader 7th. 
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Imp. Naemoor Magnate by Cruggleton Prince Bob. 
He was used with great success in the F. S. Davidson 
herd in Ohio and in the herd of Jack Smith in Michi- 
gan. He is the sire of Lot 17 in this sale. 


Lot 17 Female 
ELMHURST AUGUSTA 23D 2514288 
lattoon Lee DeZos 


Red, calved Nov. 7, 1948. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Cruggleton Perfect (303904) 


Cruggleton Prince Bob (328406) Red, A. J. Marshall 
Red, A. J. Marshall |Princess Bluebell (240529) 
Sire Red, A. J. Marshall 
Naemoor Magnate 2381321 
RWM, Robert Moubray Royal Sentry (297376) 
Roan, K. P. MacGillivray 
Naemoor Pauline Pearl (241296) Naemoor Pauline (221224) 
Roan, Robert Moubray [Dark roan, Robert Moubray 
Kinellar Observer (258300) (Cluny Proud Ian (236114) 
Red, S. Campbell |Dark roan, Lady Cathcart 
Dam |Kinellar Miss Ramsden Sth (94909) 
Garguston Augusta 30th 2103100 |[Red, S. Campbell 


Roan, R. S. McWilliam 
(Garguston Golden Flare (250899) 
Garguston Augusta 15th (160262) |Dark roan, R. S. McWilliam 
Dark roan, R. S. McWilliam | Augusta Aimee 1753595 
[Dark roan, R. S. McWilliam 


Elmhurst Augusta 23rd—A five-year-old red daughter of Imp. Naemoor 
Magnate by Cruggleton Prince Bob. She is a half sister, out of the same great 
imported cow, as Elmhurst Augusta 2nd, also selling in this sale. She will calve 


before sale day. 
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Edellyn Modern Mercury, shown above, proved him- 
self the greatest breeding son of Calrossie Mercury 
through his service in the famous Elmhurst herd 
owned by the late F. S. Davidson. Many of the foun- 
dation cows in the Strowan herd came from Elmhurst 
Farms and this dispersion contains several excellent 
daughters of Edellyn Modern Mercury. 


Lot 18 Female 
ELMHURST AUGUSTA 12TH 2425101 
Tattoo RE D161 


Dark roan, calved Nov. 19, 1946. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Calrossie Control (255913) 


Calrossie Mercury 1957318 |White, J. MacGillivray 
White, J. MacGillivray |Calrossie Augusta Opal (179796) 
Sire [Dark roan, J. MacGillivray 
Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson (Edellyn Favorite 1430250 
|Roan, Thos. E. Wilson 
Glenburn Ramsden Lass 1711819 |Miss Ramsden 3d =232223= 
Roan, F. H. Deacon [Red, John Miller, Jr. 
Rigfoot Sensation =227385= (Collynie Victor Royal 1873759 
Roan, ©. S. Carruthers |Roan, Duthie Webster 
Dam {Stevenson Rosewood =248523= 
Augusta Duchess 3d 2110114 |[Roan, Stevenson Farms 


Roan, Edmund J. Murphy 
(Matchless Dale —130811= 
Augusta Duchess Brae =233216= {Roan, Duncan Marshall 
Dark roan, T. A. Russell | Augusta Duchess =204710= 
[Dark roan, J. Durno, Est. 


Elmhurst Augusta 12th—Another one of the valuable daughters of the great 
sire, Edellyn Modern Mercury. Her dam, a daughter of Rigfoot Sensation, was 
considered the best producing cow in the great Elmhurst herd, owned by F. S. 
Davidson. The first daughter of Elmhurst Augusta 12th topped a Columbus Grove 
sale and her second daughter topped a strong sale at Coshocton, Ohio. There 
will be three other good daughters and a full sister in this dispersion. She will 
calve before the sale. 
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Strowan Augusta P, shown above, was pur- 
chased by Kenneth Kettenhofen of Wisconsin 
for $1,100 in our 1952 sale. She is out of 
the great cow Strowan Augusta D 2nd that 
sells as Lot 19 in this sale. 


Lot 19 Female 
STROWAN AUGUSTA D 2D 2570580 
Tattoo EE S-6 


White, calved Sept. 14, 1949. Bred by F. S. Davidson, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


(Calrossie Control (255913) 


Calrossie Mercury 1957318 |White, J. MacGillivray 
White, J. MacGillivray Calrossie Augusta Opal (179796) 
Sire Dark roan, J. MacGillivray 
Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson (Edellyn Favorite 1430250 
Roan, Thos. E. Wilson 
Glenburn Ramsden Lass 1711819 |Miss Ramsden 3d =232223= 
Roon, F. H. Deacon Red, John Miller, Jr. 
Rigfoot Sensation =227385= (Collynie Victor Royal 1873759 
Roan, ©. 8. Carruthers Roan, Duthie Webster 
Dam Stevenson Rosewood =248523= 
Augusta Duchess 3d 2110114 Roan, Stevenson Farms 
Roan, Edmund J. Murphy 
(Matchless Dale =130811= 
Augusta Duchess Brae =233216= Roan, Duncan Marshall 
Dark roan, T. A. Russell | Augusta Duchess —204710= 


[Dark roan, J. Durno, Est. 


Strowan Augusta D 2nd is a full sister to Elmhurst Augusta 12th, also selling 
in this sale. Her first calf topped the open heifers in our 1952 sale going to Ken- 
neth Kettenhofen of Wisconsin at $1,100. A maternal sister was the senior heifer 
calf in our winning 1953 show herd and was sold to Andy Miller, Benton, Ohio. 
Here is a great brood cow and she was pasture bred in November, 1953, to Crug- 


gleton Nyren. 
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Lot 20 STROWAN AUGUSTA D 2570579 Female 
Tattoo LE S-l 


Dark roan, calved April 14, 1949. Bred by F. S. Davidson, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


(Naemoor Immaculate (315706) 


Drynie Ambush =284489= | White, Robert Moubray 
Roan, R. McLean |Drynie Augusta 36th (150586) 
Sire {[RLW, Robert Maclean 
Elmhurst Edmond 2475842 
Roan, S. G, Bennett (Tarbat Anthony (326319) 
|Red, Gill & Company 
Iceni Goldie 16th 2468793 lIceni Goldie 4th (234902) 
Red, R. G. M. Wilson |Roan, R. G. M. Wilson 
Edellyn Modern Mercury 2024078 (Calrossie Mercury 1957318 
Roan, Thos. E. Wilson | White, J. MacGillivray 
Dam |Glenburn Ramsden Lass 1711819 
Elmhurst Augusta 12th 2425101 [Roan, F. H. Deacon 


Dark roan, F.S. Davidson 
(Rigfoot Sensation =227385= 
Augusta Duchess 3d 2110114 |Roan, C. S. Carruthers 
Roan, Edmund J. Murphy | Augusta Duchess Brae =233216= 
[Dark roan, T. A. Russell 


Strowan Augusta D—A very good daughter of Elmhurst Edmund, he a 
grandson of the noted Naemoor Immaculate. Here is a superb breeding cow as 
you will note from the great calf at her side. She sells with a beautiful red heifer 
calf born October 26 and sired by Willow Lee Wonder 6th by Imp. Drynie Wonder. 
The calf has a wonderful head, is thick, deep, low set and a real prospect for a 
show heifer. Strowan Augusta D was pasture bred in October or November to 
Cruggleton Nyren. 


Lot 21 STROWAN AUGUSTA 7TH 2770-623 Female 
dieaquore) Ihe WA7/ 


Dark roan, calved July 20, 1953. Bred and owned by Strowan Farms, Frederick- 
town, Ohio. 


bane Royal Leader 2057560 


Edellyn Royal Leader 33d 2306927 Red, W. McNair Snadden 


Red, Thos. E. Wilson |Scotston Jealous Jean 1917365 
Sire |[Red, William B. Robertson 
Circle M Royal Leader 7th 2464931 
Dark roan, W.F. McCanless (Calrossie Mercury 1957318 
White, J. MacGillivray 
Edellyn Rosebud 6th 2263195 Robina Rosebud 1773069 
Dark roan, Thos. E. Wilson |[Red, James Durno 
Edellyn Modern Mercury 2024078 (Calrossie Mercury 1957318 
Roan, Thos. E. Wilson | White, J. MacGillivray 
Dam |Glenburn Ramsden Lass 1711819 
Elmhurst Augusta 12th 2425101 |[Roan, F. H. Deacon 


Dark roan, F. S. Davidson 
{Rigfoot Sensation =227385= 
Augusta Duchess 3d 2110114 |Roan, C.S. Carruthers 
Roan, Edmund J. Murphy | Augusta Duchess Brae =233216= 
[Dark roan, T. A. Russell 


Strowan Augusta 7th—We had intended to exhibit this heifer as our summer 
yearling at 1954 shows. She is an outstanding daughter of Circle M Royal 
Leader 7th. You are certain to like her beantiful head and she is very low set, 
thick and deep bodied. Her dam and two half sisters also sell in this sale. She 
sells open. 
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Lot 22 Female 
STROWAN AUGUSTA D 4TH 2718-868 


Tattoo LE $79 
White, calved April 3, 1952. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
Cruggleton Willingdon (291229) 
Cruggleton What's Wanted 2555154 |RLW, A. J. Marshall 
Red, Albert Jas. Marshall Princess Em (263112) 
Sire [Red, Albert Jas. Marshall 
Cruggleton Nyren 2696967 
Dark roan, Albert J. Marshall (Cruggleton Perfect (303904) 
Red, A. J. Marshall 
Olwen Nonpareil (289025) Ophirie Nonpareil (190143) 
Dark roan, A. J. Marshall (Dark roan, A. J. Marshall 
Edellyn Modern Mercury 2024078 (Calrossie Mercury 1957318 
Roan, Thos. E. Wilson White, J. MacGillivray 
Dam Glenburn Ramsden Lass 1711819 
Elmhurst Augusta 12th 2425101 |[Roan, F. H. Deacon 


Dark roan, F.S. Davidson 
(Rigfoot Sensation =227385— 
Augusta Duchess 3d 2110114 Lintooia, (CS, Cerasunilaerys 
Roan, Edmund J. Murphy | Augusta Duchess Brae =233216= 
[Dark roan, T. A. Russell 


Strowan Augusta D 4th—A very attractive, two-year-old daughter of Crug- 
gleton Nyren. Her dam and two half sisters make up a wonderful family in this 
dispersion. Do not hesitate to buy into this Augusta Duchess family because it is 
one of the breed’s best. She was bred August 1 to Strowan Perfect and will 
calve before sale time. 


Mary Kay Griffith and her 
1950 club steer, Strowan Flash. 
He was the champion Short- 
horn steer and the reserve 
grand champion over all 
breeds at the 1950 Ohio State 
Fair, after which he went on 
to the International Live Stock 
Show where he was the cham- 
pion Shorthorn steer in the 
junior division. 


Mary Kay Griffith and her 
1952 steer with which she won 
the Shorthorn championship 
at the Knox County Fair in 
Ohio. 
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tas 


HHF Augusta Sandra, Lot 23. 


Lot 23 Female 
H H F AUGUSTA SANDRA 2736-858 
Tattoo RE H 303 


Roan, calved July 15, 1952. Bred and owned by B. Hollis Hanson, 
Connersville, Indiana. 


(Cruggleton Aircraft (328332) 


Cruggleton Bounce 2378749 |Red, A. J. Marshall 
Red, A. J. Marshall |Rita Beauty (251334) 
Sire {[Roan, A. J. Marshall 
Sunset Bounce 2438184 
Roan, Otis A. Carter & Son {Naemoor Immaculate (315706) 
White, Robert Moubray 
Drynie Augusta 47th 2352167 Drynie Augusta 45th (210395) 
Dark roan, Robert MacLean Roan, R. MacLean 
Cruggleton Adjuster (315395) Cruggleton Perfect (303904) 
Red, Albert James Marshall Red, Albert James Marshall 
Dam Augusta Claretta (220676) 
Augusta Sandra Sunset 2383519 {Dark roan, Albert James Marshall 
Red, Albert. Jas. Marshall 
(Cruggleton Dunrel (297634) 
Augusta Gentian 2352163 Roan, A. J. Marshall 
Red, Albert Jas. Marshall Augusta Gracie (220682) 


|Red, A. J. Marshall 


HHF Augusta Sandra—A beautiful roan heifer, smooth and very feminine ap- 
pearing, sired by the International champion Sunset Bounce and out of Augusta 
Sandra Sunset that placed first at the Illinois State Fair and second at the In- 
ternational. Her granddam, Imp. Augusta Gentian, was the dam of the second 
high female in the 1949 Otis Carter sale. Here is an excellent heifer with a 
perfect head and from the strong A. J. Marshall Augusta family. She was pas- 
ture bred in November or December to Strowan Perfect. 


Lot 24 


MAXWALTON AUGUSTA 99TH 2320651 
Tattoo LE MAX 5 


winner of first prize at the 
International Livestock Show and famous sire at Maxwalton 
Farms. Lot 24 is one of his daughters. 


Female 
RE 200 


Red, calved April 15, 1945. Owned by Strowan Farms Fredericktown, Ohio. 


Browndale Cumberland 1883723 
Roan, T. Dorsey Jones 

Sire 

Maxwalton Alert 1958441 

Red, Maxwalton Farms, Inc. 


Augusta 162d 1860779 
Red, Tomson Bros. 


Browndale Conqueror 1912614 
Roan, T. Dorsey Jones 
Dam 
Maxwalton Augusta 97th 2035840 
Red, Maxwalton Farms, Inc. 


Augusta 96th 1762941 
Red, Woodruff Farm 


Browndale Pilot 1653006 
White, Jas. Douglas & Sons 
Raveni Lovely 10th 1718167 
‘Red, T. Dorsey Jones 


Gregg Farms Star 1769861 
Roan, D. M. Gregg 
Augusta 155th 1781938 
Roan, Tomson Bros. 


Browndale Pilot 1653006 
White, James Douglas & Sons 
Raveni Lovely 4th 1648380 
Red, T. Dorsey Jones 


(Browndale Captain 1580513 
Red, Thos. E. Wilson 
Kalarama Augusta 8th 1626092 


[Roan, Kalarama Farm 


Maxwalton Augusta 99th—A great breeding matron sired by Maxwalton 
Alert, he a first prize winner at the International and a bull that made great history 
in the Maxwalton herd. As proof of her breeding ability, be sure to see her beau- 
tiful, red, February, 1953, daughter, Strowan Augusta M. As proof of her pro- 
lificacy, also be sure to see the red roan bull calf by Cruggleton Nyren that sells 
at foot with this cow. The calf was born December 26, 1953, and the cow was 
rebred again on January 30 to Cruggleton Nyren. Here is a grand cow in every 
respect and a member of one of the good old families of the breed. 
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Lot 25 


STROWAN AUGUSTA M 2770-625 


Female 


McttOOs Es oma 


Red, calved Feb. 8, 1953. Bred by Kirkland Farm, Cardington, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


Pittodrie Upright 2380873 
Red, R. Laidlaw Smith 
Sire 
Kirkland Upright 2568508 
Red, F. S. Davidson 


Elmhurst Augusta Sth 2284646 
Red, F.S. Davidson 


Maxwalton Alert 1958441 
Red, Maxwalton Farms, Inc. 


Dam 
Maxwalton Augusta 99th 2320651 
Red, Maxwalton Farms, Inc. 


Maxwalton Augusta 97th 2035840 
Red, Maxwalton Farms, Inc. 


Heese Upright (316211) 
Red. i. V.eRhank 
|Pittodrie Andrea (243048) 
[Red, R. Laidlaw Smith 


Fees Modern Mercury 2024078 
Roan, Thos. E. Wilson 

| Augusta Duchess 3d 2110114 
{Roan, Edmund J. Murphy 


(Browndale Cumberland 1883723 
|Roan, T. Dorsey Jones 

| Augusta 162d 1860779 

|[Red, Tomson Bros. 


(Browndale Conqueror 1912614 
|Roan, T. Dorsey Jones 

| Augusta 96th 1762941 

[Red, Woodruff Farm 


Strowan Augusta M—A red heifer of show-yard type with a most impressive 
pedigree. Her sire, Kirkland Upright, is one of the exceptionally good sons of 


the Perth champion, Piitodrie Upright. 


Her dam, also selling in this sale with 


another calf at foot, has made a wonderful record as a producer and you may 
look forward to an equally fine record for this sweet heifer. She sells open. 


(Right) Strowan Amaranth, 
purchased in our 1953 sale 
by A. D. Miller, Benton, 
Ohio. She is out of Amar- 
anth 4th, Lot 26 in this 
sale, and is a full sister to 
Strowan Amaranth 2nd. 
Lot 27 in this sale. 
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(Left) Strowan Leader, the win- 
ning junior yearling in our 1952 
show herd. His dam was the 
great cow Amaranth 4th that 
sells as Lot 13 in this dispersion. 


Lot 26 Female 
AMARANTH 4TH 2538976 — 365299 — 
Tattoo RE AWG 3B 


Roan, calved Jan. 13, 1947. Bred by John J. Miller, Markdale, Ontario, Canada; 
2nd owner, April 30, 1948, Strowan Farms, Fredericktown, Ohio. 


(Collynie Commandant 2110111 


Burnbrae Commandant =234603= |Roan, Duthie Webster 
Roan, George Rodanz |Julia Lady 2d =273461= 
Sire [Roan, Duncan Campbell 
Elmcrest Victor =256708=— 
Roan, T. P. Armstrong (Collynie Commandant 2110111 
Roan, Duthie Webster 
Lady Cinderella 12th =291181= Lady Cinderella 10th =272974=— 
Roan, George Rodanz Dark roan, Miller Bros. 
Brae Lodge Ambassador =198404— Matchless Dale 2d =187000= 
Dark roan, T. A. Russell | White, T. A. Russell 
Dam Golden Duchess =226702= 
Amaranthia 18th —34344]— (Red, Duthie Webster 


Red, John J. Miller 
(Rosewood Jilt 2d =222192= 
Amaranthia 9th =292118= |Roan, George Anderson & Son 
Dark roan, John J. Miller | Amaranthia 4th =254639= 
|White, John J. Miller 


Amaranth 4th—A very profitable cow. She is the dam of the Strowan Com- 
mandant, a bull that was shown with success and that now heads the Claude 
Middleton herd. She is also the dam of Strowan Leader, the junior yearling bull 
in our 1952 show herd that now heads the herd of Don C. Hartinger, Racine, 
Ohio. She also produced the beautiful heifer Strowan Amaranth, purchased by 
Andy Miller, Benton, Ohio, in our 1953 sale. Another of her heifers, Strowan 
Amaranth 2nd, will sell as a separate lot in this sale and Amaranth 4th will have 
another calf before sale’ day to the service of Circle M Royal Leader 7th. 


Lot 27 Female 
STROWAN AMARANTH 2D 2770-622 


Tattoo LE S 120 


White, calved May 3, 1953. Bred and owned by Strowan Farms, Fredericktown, 
Ohio. 


(Cruggleton Willingdon (291229) 
Cruggleton What's Wanted 2555154 |RLW, A. J. Marshall 


Red, Albert Jas. Marshall Princess Em (263112) 
Sire Red, Albert Jas. Marshall 
Cruggleton Nyren 2696967 
Dark roan, Albert J. Marshall Cruggleton Perfect (303904) 
|Red, A. J. Marshall 
Olwen Nonpareil (289025) Ophirie Nonpareil (190143) 
Dark roan, A, J. Marshall [Dark roan, A. J. Marshall 
Elmcrest Victor =256708= Burnbrae Commandant =234603= 
Roan, T. P. Armstrong Roan, George Rodanz 
Dam Lady Cinderella 12th =291181= 
Amaranth 4th 2538976 [Roan, George Rodanz 


Roan, John J. Miller 
(Brae Lodge Ambassador =198404= 
Amaranthia 18th =343441= |Dark roan, T. A. Russell 
Red, John J. Miller | Amaranthia 9th =292118= 
[Dark roan, John J, Miller 


Strowan Amaranth 2nd—A very sweet heifer and a full sister to Strowan 
Amaranth, the beautiful heifer now in the select herd of Andy Miller, Benton, 
Ohio. Study the breeding record of her dam, Amaranth 4th, also selling in this 
sale. Strowan Amaranth 2nd will sell open. 


4] 


(Left) Strowan Sovereign Lady 2nd 
by Circle M Royal Leader 7th. She 
was purchased by Carson Gibson, 
Houston, Texas, for $1,050. She is 
a half sister to many females in this 
sale and is from the same family as 
Lots 82 and 83. 


(Right) Strowan Sweep- 
stake, a son of Circle M 
Royal Leader 7th that won 
grand championship at the 
1952 Michigan State Fair. 
He was purchased in our 
1952 sale by W. H. Kil- 
cawley, Canfield, Ohio, at 
$2,600. 


Lot 28 Female 
HILARY BROADHOOKS 2696-970 (378827) —406261 — 
Tattoo RE TAW H10 
Dark roan, calved Feb. 19, 1950. Bred by Alexander W. Taylor, Fraserburg, 
Aberdeenshire, Scotland; imported to Canada in June 1951 by Reford W. Gard- 
house, Weston, Ontario, Canada; 3d owner, Oct. 16, 1951, Strowan Farms 
Fredericktown, Ohio. 


(Millhills Zenith (323046) 


Pusk (337117) White, Duncan M. Stewart 
_ Red, G. W. Pitcaithly Crocus Queen 5th (223347) 
Sire Red, Duncan M. Stewart 
Ascreavie White Knight (353573) 
White, T. O. Mills (Muirside Ramsden King (296673) 


Red, James F. Innes 
Calrossie Madge Ramsden (240502) Calrossie Muriel Ramsden (189804) 


Roan, John MacGillivray Dark roan, John MacGillivray 

Calrossie Randolph (275440) {(Calrossie Grand National (268893) 

Dark roan, John MacGillivray Dark roan, John MacGillivray 
Dam Calrossie Miss Rosebud (160065) 
Beaufort Broadhooks Hope (274953) Dark roan, John MacGillivray 


Red, Lord Lovat 
(Harviestoun Golden Glory (303224) 
Calrossie Broadhooks Hope (250928) |Red, J. E. Kerr 

Red, John MacGillivray |Calrossie Nellie Broadhooks (230671) 
[Red, John MacGillivray 


Imp. Hilary Broadhooks—A grand young imported cow. She is a daughter 
of Ascreavie White Knight and her dam is a daughter of the famout Calrossie 
Randolph. Certainly this excellent young cow has about everything in the way 
of inheritance that could be written into a pedigree. Her daughter, Strowan 
Broadhooks H, a beautiful dark roan show heifer sired by Cruggleton Nyren, 
will also sell in this sale. Mark this cow as “one to buy.” She is in calf since 
August 12, 1953, to the service of Imp. Cruggleton Nyren. 
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Strowan Broadhooks H, Lot 29. 


Lot 29 Female 
STROWAN BROADHOOKS H 2770-628 


Tattoo LE 129 
Dark roan, calved July 1953. Bred and owned by Strowan Farms, Fredericktown, 
Ohio. 


iets ee Willingdon (291229) 
Cruggleton What's Wanted 2555154 RLW, A. J. Marshall 
Red, Albert Jas. Marshall |Princess Em (263112) 


Sire {[Red, Albert Jas. Marshall 
Cruggleton Nyren 2696967 
Dark roan, Albert J. Marshall (Cruggleton Perfect (303904) 
|Red, A. J. Marshall 

Olwen Nonpareil (289025) |Ophirie Nonpareil (190143) 

Dark roan, A, J. Marshall (Dark roan, A. J. Marshall 

Ascreavie White Knight (353573) (Pusk (337117) 

Wau, 1, © Mullis Red, G. W. Pitcaithly 
Dam |Calrossie Madge Ramsden (250502) 
Hilary Broadhooks 2696970 Roan, John MacGillivray 


Dark roan, Alexander W. Taylor 
Calrossie Randolph (275440) 
Beaufort Broadhooks Hope (274953) Dark roan. John MacGillivray 

Red, Lord Lovat Calrossie Broadhooks Hope (250928) 
Red, John MacGillivray 


Strowan Broadhooks H—A beautiful heifer with real showring promise and 
bred to be a great brood cow. Read the footnote beneath the pedigree of her im- 
ported dam, also selling in this sale. This heifer will sell open. 
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The heifer shown above was the winning summer 
yearling in our 1953 show herd. She is a daugh- 
ter of Lochmoor Broadhooks, Lot 30 in this sale. 
She is now owned by Milo Shaw, Uniopolis, Ohio. 


Lot 30 Female 
LOCHMOOR BROADHOOKS 2345553 
Tattoo RE HH7 


Red, calved Jan. 8, 1946. Bred by Strowan Farms, Columbus Grove, Ohio; 
calved property of H. E. Hackenberger, Lima, Ohio. Owned by Strowan Farms, 
Fredericktown, Ohio. 


Calrossie Control (255913) 


Calrossie Mercury 1957318 White, J. MacGillivray 
White, J. MacGillivray Calrossie Augusta Opal (179796) 

Sire Dark roan, J. MacGillivray 

Edellyn Maestro Mercury 2155985 

Red, Thos. E. Wilson (Calrossie Rangefinder 1558534 

White, J. MacGillivray 

Cambus Apple Blossom 1558560 Apple Blossom 11th 1558548 
Roan, Alexander & Addie |[Roan, Alexander & Addie 
Shore Acres Command 1945446 Calrossie Command (275428) 
Roan, C. A. Linzee Gordon Roan, J. MacGillivray 

Dam Cluny Augusta 49th 1923541 

Shore Acres Broadhooks R 2d 2084532 Red, Chas. A. Linzee Gordon 


Roan, Arnold Bros. 
Phingask Bank Roll 1844925 
Shore Acres Broadhooks A 1965573 |Red, Geo. Dawson 

Red, F. W. Harding Hoyden Broadhooks 1885547 
RLW, A. J. Marshall 


Lochmoor Broadhooks—Although none of her progeny are listed in this 
sale, we have exhibited her calves with success and her sons and daughters have 
been among our tops in former sales. She is a low set, typy brood cow sired by 
the Illinois state sale champion, Edellyn Maestro Mercury, he by the supreme 
Perth champion, Calrossie Mercury. One of her daughters was our summer 
yearling show heifer in 1953 and is now in the herd of Milo Shaw, Uniopolis. She 
is pasture bred to Circle M Royal Leader. 
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Lot 31 STROWAN BROADHOOKS 2578866 Female 
Tattoo Ess) 10 


Roan, calved Nov. 18, 1949. Bred by F. S. Davidson, Lima, Ohio, calved 
property of Strowan Farms, Fredericktown, Ohio. 


Bapton Upright (316211) 
Pittodrie Upright 2380873 Red? iV. honk 
Red, R. Laidlaw Smith Pittodrie Andrea (243048) 
Sire [Red, R. Laidlaw Smith 
Sni-A-Bar Campeon Upright 2504624 
Red, Sni-A-Bar Farms Edellyn Campeon Mercury 2071109 
White, Thos. E, Wilson 
Sni-A-Bar Generosity 12th 2225641 Sni-A-Bar Generosity 8th 1884923 
Roan, Sni-A-Bar Farms Redmmoni-A-Bbarsrcrms 
Edellyn Modern Mercury 2024078 (Calrossie Mercury 1957318 
Roan, Thos. E. Wilson White, J. MacGillivray 
Dam Glenburn Ramsden Lass 1711819 
Elmhurst Broadhooks 5th 2475859 {Roan, F. H. Deacon 


White, F. S. Davidson 
(Campbell's Command 2024399 
Command's Beauty 2066406 |Roan, C. A. L. Gordon 
White, Grant Campbell |Kinellar Broadhooks 4th =286318= 
|White, G. Campbell 


Strowan Broadhooks—From a very good producing family and the kind of 
cow you will like. Her sire, a son of the noted Perth champion Pittodrie Upright, 
was the bull Jim Napier picked for us at Elmhurst Farms, His dam, Sni-A-Bar 
Generosity 12th, was rated by Jim as one of the top daughters of Edellyn Cam- 
peon Mercury. Her mother, Elmhurst Broadhooks Sth, was a wonderful brood 
cow and a daughter of Edellyn Modern Mercury. Strowan Broadhooks sells 
with a beautiful roan show heifer calf at foot, born October 23, 1953. We con- 
sider this calf to be one of the very best yet sired by Cruggleton Nyren. The 
cow was rebred again to Imp. Cruggleton Nyren in pasture in November or De- 
cember. 


Lot 32 JS BUTTERCUP 2636-647 Female 
Tattoo LE 30 Rie, Sol 


Red, calved May 5, 1951. Bred by Jack Smith, Jackson, Mich. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Cruggleton Perfect (303904) 


Cruggleton Prince Bob (328406) |Red, A. J. Marshall 
Red, A.J. Marshall |Princess Bluebell (240829) 
Sire |Red, A.J. Marshall 
Naemoor Magnate 2381321 
RWM, Robert Moubray Royal Sentry (297376) 
Roan, K. P. MacGillivray 
Naemoor Pauline Pearl (241296) |Naemoor Pauline (221224) 
Roan, Robert Moubray Dark roan, Robert Moubray 
Klaymor Jewel =285935= Klaymor Fingerprint =255450= 
Red, W. J. Russell |Red, W. J. Russell 
Dam Klaymor Princ’s Royal 8th =312803= 
Klaymor Buttercup 11th 2567737 |Red, W. J. Russell 


Red, W. J. Russell 
(Balthayock Orange Comm'd (296347) 
Kair Buttercup 2320640 |Dark roan, R. Wylie Hill 
Red, G. J. C. Anderson |Balthayock Buttercup 7th (198543) 
|Red, R. Wylie Hill 


IS Buttercup—A thin cow that sells with a very good red heifer calf at foot, 
born October 14, 1953, and sired by Willow Lee Wonder 6th. The cow is a daugh- 
ter of Imp. Naemoor Magnate that was used with success in the Elmhurst herd 
and that sold at the top of the Elmhurst Dispersal. The cow has been remated 
to Cruggleton Nyren. 
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This picture of Marellbar Clipper Rita 4th was 
taken in 1951 when Harry Hackenberger bought 
her in the Marellbar sale. We obtained her through 
the purchase of the entire Hackenberger herd. She 
sells as Lot 33 in this sale. 


Lot 33 Female 
MARELLBAR CLIPPER RITA 4TH 2581610 


Tattoo LE WB50 Rison) 


Red, calved March 6, 1950. Bred by Wm. Bartholomay, Jr., Libertyville, IIl. 
Owned by Strowan Farms, Fredericktown, Ohio 


Ballechin Duthie (302893) 


Ascreavie Duthie (321719) Dark roan, R. W. Honeyman 
Rede in Om inlis Princess Mary (217538) 

Sire |Red, Earl of Dunraven 

Cruggleton Allardice 2486210 

Red, Albert Jas. Marshall (Cruggleton Dunrel (297634) 

Roan, Albert James Marshall 

Augusta Gipsy (240786) Augusta Gracie (220682) 
RWM, Albert James Marshall Red, Albert James Marshall 
Harviestoun Golden Glory (303224) (Balmuchy Winalot 2d (282901) 
livecl, |), 1B. eran Red, A. P. Gordon, Est. 

Dam Harviestoun Golden Glint (189164) 

Calrossie Clipper Rita 2360480 Red; J.) Kerr 


Red, John MacGillivray 

(Calrossie Randolph (275440) 

Calrossie Clipper Ray (240493) Dark roan, John MacGillivray 

Red, John MacGillivray Sea aes Rachel (189792) 
ed, John MacGillivray 


Marellbar Clipper Rita 4th—A young cow that any breeder would be proud 
to own. She was bred at Marellbar farms and is a daughter of the famous sire 
Cruggleton Allardice. Her dam, a Calrossie Clipper, is one of the great imported 
females at Marellbar. This cow has two excellent calves in the sale, one a heifer 
born in April, 1952, and the other a bull born in August, 1953. Be sure to see 
both of them and then be sure to buy this young cow. She will carry the service 
of Imp. Cruggleton Nyren. 
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Lochmoor Clipper Rita, Lot 34. 


Lot 34 


Female 


LOCHMOOR CLIPPER RITA 2713-810 
NekoonlLe sia so 


Red, calved April 27, 1952. Bred by H. E. Hackenberger, Lima, Ohio. 
Owned by Sirowan Farms, Fredericktown, Ohio 


Kinellar Forager (365382) 

Dark roan, Sylvester Campbell 
Sire 
Cruggleton Allardes 2666575 
Red, Albert J. Marshall 


Donah Averne (336094) 
Red, A. J. Marshall 


Cruggleton Allardice 2486210 
Red, Albert Jas. Marshall 
Dam 
Marellbar Clipper Rita 4th 2581610 
Red, Wm. Bartholomay, Jr. 


Calrossie Clipper Rita 2360480 
Red, John MacGillivray 


(Uppermill Ambassador (333370) 
| White, James Durno 

Kinellar Ury Maid 19th (282721) 
Red, Sylvester Campbell 


(Cruggleton Earl (328381) 
|Red, A. J. Marshall 
|Roma Averne (240848) 
|Red, A. J. Marshall 


(Ascreavie Duthie (321719) 
(Red, *T.,Cs Mills 

| Augusta Gipsy (240786) 
[RWM, Albert James Marshall 


(Harviestoun Golden Glory (303224) 
|\Red, J. E. Kerr 

|Calrossie Clipper Ray (240498) 
[Red, John MacGillivray 


Lochmoor Clipper Rita—A mighty sweet, red, coming two-year-old heifer 
whose sire and dam were both imported. Be sure to see her dam, Marellbar 
Clipper Rita 4th and her full brother, Strowan Allardes, both selling in this sale. 
She is in calf since November 20, 1953, to the service of Strowan Perfect. 
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Blend’s Crocus of Red Gate. Picture 
taken at the 1953 Ohio State Sale 
where we purchased her at a top fig- 
ure. She sells as Lot 35 in this sale 
and her very good son sells separately 
as Lot 8. She was produced in the 
famous Red Gate herd owned by W. H. 
Kilcawley, Canfield, Ohio. 


Lot 35 Female 
BLEND'S CROCUS OF RED GATE 2601-277 
Tattoo LE 76 


White, calved Sept. 21, 1950. Bred by W. H. Kilcawley, Canfield, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Pittodrie Banker (322943) 


Larbert Commando (335168) |Red, R. Laidlaw Smith 
Red, Peter Forbes Jones | Dacre Clipper Event 3d (229153) 
Sire [Red, HviG Feb, Hirsch 
Buttermere Blend 2480327 
Dark roan, C. McPherson (Collynie Model (299810) 
|Dark roan, B. Greenwell 
Marden Blythesome 9th (272563) |Marden Blythesome 5th (198014) 
White, Peter Greenwell {Dark roan, Bernard Greenwell 
Lawton Alfred (308477) (Collynie State Express (286968) 
Red, William Henderson |Red, Duthie Webster 
Dam |Lawton Rosewood (178238) 
Bapton Crocus 61st 2394447 {Dark roan, William Henderson 


Roan, J. V. Rank 
(Calrossie Air Control (268880) 
Bapton Crocus 32d (191613) |Dark roan, J. MacGillivray 
Red, J. V. Rank |Bapton Crocus 19th (135610) 
{Dark roan, Bapton Shortorn Co., Ltd. 


Blend's Crocus of Red Gate—Just look her over and remember that she comes 
from the Bapton Crocus family that are considered among the best producers in 
the Bapton herd. Her dam is one of the top females in the very select Red Gate 
herd owned by W. H. Kilcawley. A very good roan, June, 1953, bull out of this 
cow sells as a separate lot in this sale and the cow is in calf again since July 12, 
1953, to the service of Imp. Cruggleton Nyren. Here is imported breeding at its 
very best. 
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Strowan Upright, a good bull that sold in 
our 1952 sale to D. Lichtenberger, Marion, 
Ohio. He is out of the same dam as Stro- 
wan Clipper C, Lot 36 in this sale. 


Lot 36 Female 


STROWAN CLIPPER C 2618-376 
Akeqifoley 1HIE Salt! 


White, calved May 22, 1950. Bred and owned by Strowan Farms, Fredericktown, 
Ohio. 


{Edellyn Royal Leader 2057560 


Edellyn Royal Leader 33d 2306927 
Red, Thos. E. Wilson 

Sire 

Circle M Royal Leader 7th 2464931 

Dark roan, W.F. McCanless 


Edellyn Rosebud 6th 2263195 
Dark roan, Thos. E. Wilson 


Naemoor Deemster (285061) 
Red, Robert Moubray 
Dam 
Clipper Charity 5th 2103099 
Roan, R. A. Smith 


Clipper Charity 3d (202696) 
Dark roan, Robert A. Smith 


Red, W. McNair Snadden 
Scotston Jealous Jean 1917365 
[Red, William B. Robertson 


Calrossie Mercury 1957318 
White, J. MacGillivray 
Robina Rosebud 1773069 
‘Red, James Durno 


(Calrossie Stand of Arms (262375) 
Dark roan, J. MacGillivray 
Naemoor Eliza 12th (170612) 
Red, Robert Moubray 


Calrossie Dictator (268888) 
Dark roan, J. MacGillivray 
April Charity (131097) 


[Dark roan, A. J. Marshall 


Strowan Clipper C—A good headed, thick, deep bodied, white daughter of 
Circle M Royal Leader 7th. She is out of the imported cow Clipper Charity 5th 
whose daughters all have been excellent brood cows. She is the dam of the 
bull Strowan Upright that sold in our 1952 sale to D. Lichtenberger, Marion, Ohio, 
and she sells in this sale with a white heifer calf at foot born November 5, 1953, 
and sired by Cruggleton Nyren. She has been remated to Strowan Perfect. 
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Drynie Royal Oak, an imported son of 
Naemoor Immaculate that was first prize 
winner at the 1947 International Livestock 
Show. He is the sire of Lot 37 in this sale. 


Lot 37 Female 
LOCHMOOR CLIPPER A 2408351 
Tattoo RE HH28 


White, calved April 6, 1947. Bred by S. G. Bennett, Georgetown, Ontario, Canada; 
calved, property of H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Royal Sentry (297376) 


Naemoor Immaculate (315806) |Roan, K. P. MacGillivray 
White, Robert Moubray |Cluny Clora 11th (177671) 
Sire [Dark roan, C. A. Linzee Gordon 
Drynie Royal Oak 2361707 
Roan, Robert Maclean (Prumplestown Battleship (300252) 
Red, J. F. Wright 
Drynie Rosewood 67th (230799) Drynie Rosewood 53d (189941) 
Red, Robert Maclean Roan, Robert Maclean 
Pittodrie Goldfinder (299075) Collynie Legendary (286956) 
Dark roan, R. Laidlaw Smith Dark roan, Duthie Webster 
Dam Calrossie Rosewood Kate (150463) 
Knowle Clipper Ann 3d 2408348 [Red, John MacGillivray 


Dark roan, F. W. Furness 
(Calrossie Air Monarch (268881) 
Tarbat Clipper Ann (197844) Dark roan, J. MacGillivray 
Red, W. H. Gill Tarbat Clipper (118450) 
|[Red, W.H. Gill 


Lochmoor Clipper A—Certainly one of the top brood cows and backed by 
strong imported blood. Her sire, Drynie Royal Oak, won his class at the Inter- 
national. His sire, Naemoor Immaculate, has been one of the greatest breeding 
bulls in Scotland and was the sire of Imp. Drynie Wonder whose calves have won 
the junior get-of-sire group the last two years at the International for Willow Lee 
Farms. She has a top-notch, roan, October, 1953, bull calf sired by Willow Lee 
Wonder 6th that will sell in this sale as a separate lot. She is now carrying the 
service of Imp. Cruggleton Nyren. 
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Strowan Royal Leader, purchased in our 1952 
sale at $1,000 by Randolph Core, Franklin, In- 
diana. He is out of the great cow Loch- 
moor Clipper Ann, Lot 38 in this sale. 


Lot 38 Female 
LOCHMOOR CLIPPER ANN 2498446 
Tattoo RE HH 47 


Roan, calved April 4, 1948. Bred by H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Coldoch Sensation (275892) 


Edellyn Royal Leader 2057560 Red, W. M. Snadden 

Red, W. McNair Snadden Coldoch Bonny Rothes 2031989 
Sire Roan, W. McNair Snadden 
Edellyn Royal Leader 18th 2247147 
Red) thos) Ey Wilson Calrossie Prince Peter 2009143 

Roan, J. MacGillivray 

Elcona Emma 2105254 Emma 12th 2000955 

Roan, Miles of View Farms |Red, Miles of View Farms 

Pittodrie Goldfinder (299075) Collynie Legendary (286956) 

Dark roan, R. Laidlaw Smith Dark roan, Duthie Webster 
Dam Calrossie Rosewood Kate (150463) 
Knowle Clipper Ann 3d 2408348 [Red, John MacGillivray 


Dark roan, F. W. Furness 
(Calrossie Air Monarch (268881) 
Tarbat Clipper Ann (197844) Dark roan, J. MacGillivray 
Red, W. W. Gill Tarbat Clipper (118450) 

Red, W. H. Gill 


Lochmoor Clipper Ann—We never owned a better brood cow than this 
daughter of Edellyn Royal Leader 18th. She is the mother of Strowan Sundial that 
stood 3rd in his class at the International and sold to Carl M. Johnson, DeKalb, 
Illinois, at $4,000 in 1951. She is also the dam of Strowan Royal Leader that sold 
in our 1952 sale at $1,000 to Randolph Core, Franklin, Indiana, and the dam of 
Strowan Monarch that sold in our 1953 sale at $650 to Guy McDonald, Newark, 
Ohio. She has brought us a total of $5,650 within a three-year period and she 
has another July, 1953, bull that sells as a separate lot in this sale. She is now 
carrying the service of Cruggleton Nyren. 
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4 Strowan Farms Pasture Seene shouiug the type of cattle that will be selling tu thes sale 


This is Willow Lee Wonder, senior and grand 
champion bull at the 1953 Ohio State Fair. He was 
bred by House and Benroth and is a son of Imp. 
Drynie Wonder. He was exhibited by Ohio State 
University and is chief stock bull in that herd. He 
is a half brother to Willow Lee Wonder 6th, sire 
of many calves in this sale. 


Lot 39 Female 
STROWAN CLIPPER ANN 2770-631 
Werte (ule (SWAG 


Roan, calved Oct. 30, 1953. Bred by H. E. Hackenberger, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


(Naemoor Immaculate (315706) 


Drynie Wonder 2549781 | White, Robert Moubray 
Roan, R. MacLean |Larbert Waterloo 13th (239751) 
Sire |\Red, Peter Forbes Jones 
Willow Lee Wonder 6th 2677415 
Red, O. W. House Rees Modern Mercury 2024078 
Roan, Thos. E. Wilson 
Elmhurst Lady Dorothy 2209218 |Lady Dorothy May 3d 2110121 
Roan, F. S. Davidson (Roan, Cecil Philp 
Woodshade Diamond 2508493 {(Broadhooks Leader 2184765 
Red, Geo. N. Fisher & Sons |Red, Lew Richardson & Son 
Dam | Augusta Queen 2002911 
Lochmoor Clipper Ann 3d 2611720 |Roan, Tudor Brothers 


Roan, H. E. Hackenberger 
(Drynie Royal Oak 2361707 
Lochmoor Clipper A 2408351 |Roan, Robert Maclean 
White, S. G. Bennett |Knowle Clipper Ann 3d 2408348 
[Dark roan, F. W. Furness 


Strowan Clipper Ann—A roan daughter of an outstanding breeding bull, 
Drynie Wonder 6th, he by the great breeding bull Drynie Wonder whose junior 
get-of-sire has won at the last two International shows. Her dam is a daughter 
of Woodshade Diamond, grand champion bull at the Ohio and Michigan State 
Fairs. Her dam will not be in the sale because she lost an eye. This heifer 
sells open. 
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Strowan Clipper 23rd was the winning senior 
heifer calf in our 1952 show herd. She was 
purchased in our 1952 sale at $1,075 by Da- 
vid S. Graham, South Solon, Ohio. Her dam 
is the great cow Strowan Clipper G 20th that 
sells as Lot 40 in this sale. 


Lot 40 Femaie 
STROWAN CLIPPER G 20TH 2289628 
Tattoo RE S 25 


Red, calved Feb. 1, 1945. Bred by Benroth & Griffith, Columbus Grove, Ohio; 
calved property of Strowan Farms, Columbus Grove, Ohio; 2d owned, Nov. 5, 
1945, Broadfields Farm, Muncie, Ind. Owned by Strowan Farm, Fredericktown, 


Ohio 
(Calrossie Control (255913) 
Calrossie Mercury 1957318 White, John MacGillivray 
White, John MacGillivray Calrossie Augusta Opal (179796) 
Sire [Dark roan, John MacGillivray 
Edellyn Maestro Mercury 2155985 
Red, Thos. E. Wilson Calrossie Rangefinder 1558534 
White, John MacGillivray 
Cambus Apple Blossom 1558560 Apple Blossom 11th 1558548 
Roan, Alexander & Addie Roan, Alexander & Addie 
Brawith Monarch =230935= (Brawith Boy 1836058 
Roan, James Douglas & Sons Roan, Hugh S. Black 
Dam Edellyn Roan Lady 1738082 
Netherburn Clipper 3d 2252458 |Red, Thos. E. Wilson 
Red, A. P. Hart 
Naemoor Leonard 1713125 
Arngask Clipper 7th 2110113 Red, J. J. Moubray 
Red, William C. Hunter Arngask Clipper 5th (109017) 
[Red, W. C. Hunter 


Strowan Clipper G 20th—This cow has made money for us and can still 
go on and make money for her new owner. One of her sons was sold in the 1951 
International sale to Paul Willaman of Pennsylvania at $1,025. One of her daugh- 
ters was our winning senior calf in the 1952 show herd and sold in our 1952 
sale to David Graham of Ohio at $1,075. The cow sells in this sale with a very 
nice roan heifer calf at foot, born November 3, 1953, and sired by Cruggleton 
Nyren. She has been served again to Cruggleton Nyren. 
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Strowan Clipper Rose 3rd, shown above, was the 
junior yearling in our 1953 show herd. She was 
purchased in our 1953 sale by Gross Bros., Atwood, 
Illinois, at $600. She is by Circle M Royal Leader 
7th and out of the great cow Elmhurst Clipper Rose, 
Lot 41 in this sale. 


Lot 41 


Female 


ELMHURST CLIPPER ROSE 2340281 
Tattoo RE D120 


Red, calved June 30, 1945. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


Calrossie Mercury 1957318 
White, J. MacGillivray 
Sire 
Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 


Glenburn Ramsden Lass 1711819 
Roan, F. H. Deacon 


Radiance Gold King 2002910 
Red, Griswold Bros. 

Dam 

Clipper Rose 8th 2113235 

Red, Otto G. Johnson 


Clipper Rose 5th 1997659 
Red, Otto G. Johnson 


Calrossie Control (255913) 

| White, J. MacGillivray 
Calrossie Augusta Opal (179796) 
Dark roan, J. MacGillivray 


(Edellyn Favorite 1430250 
Roan, Thos. E, Wilson 
Miss Ramsden 3d =232223= 
Red, John Miller, Jr. 


Divide Gold King 1904270 
Red, The Allen Cattle Co. 
Rosewood Queen 7th 1870013 
Roan, Griswold Bros. 


Edellyn Knight Leader 1843524 
Roan, Thos. E. Wilson 
Marshal's Rose 1746978 
Red, Macmillan & Macmillan 


Elmhurst Clipper Rose—One of the very good daughters of the famous sire, 
Edellyn Modern Mercury. Her dam won her class at the Chicago International. 
This cow has two excellent daughters and a very good son in this sale. Another 
of her daughters was purchased in our 1953 sale at $600 by Gross Bros., Atwood, 
Illinois. She now carries the service of Cruggleton Nyren. 
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Strowan Air Pilot, a very good son of Circle M 
Royal Leader 7th that was purchased in our 1953 
sale by Dr. Carl S. Schmucker, Mansfield, Ohio. His 
dam is the good cow Strowan Clipper Rose that 
will sell as Lot 42 in this dispersion. 


Lot 42 


Female 


STROWAN CLIPPER ROSE 2570583 
Tattoos le o-9 


Red, calved Jan. 3, 1950. Bred by F. S. Davidson, Lima, Ohio; calved 
property of Strowan Farms, Fredericktown, Ohio. 


Bapton Upright (316211) 
ieee. IL, WW Iavennil 

Sire 

Pittodrie Upright 2380873 

Red, R. Laidlaw Smith 


Pittodrie Andrea (243048) 
Red, R. Laidlaw Smith 


Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 

Dam 

Elmhurst Clipper Rose 2340281 

Red, F.S. Davidson 


Clipper Rose 8th 2113235 
Red, Otto G. Johnson 


(Bapton Air Pilot (298495) 
(Dark roan, J: V- Rank 
|Bapton Actress 3d (191608) 
(Red, J. V. Rank 


(Aldie Keystone (297320) 
Red, Finlay MacGillivray 
Pittodrie Willow (223149) 
[Dark roan, R. Laidlaw Smith 


(Calrossie Mercury 1957318 
White, J. MacGillivray 
Glenburn Ramsden Lass 1711819 
|Roan, F. H. Deacon 


Radiance Gold King 2002910 
Red, Griswold Bros. 
Clipper Rose 5th 1997659 
[Red, Otto G. Johnson 


Strowan Clipper Rose—One of the best daughters of the Perth supreme cham- 
pion, Pittodrie Upright, and out of one of the most profitable cows we have ever 
owned. She is an excellent individual, very low set, deep and thick. A bull out 
of her sold in our 1953 sale to Dr. Carl S. Schmucker, Mansfield, Ohio. This cow 
will drop a calf before sale day to the service of Cruggleton Nyren. 
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The heifer pictured above is a full sister to 
Lot 43 in this sale. She was purchased in 
our 1952 sale by Joseph K. Ritchey, Dennison, 
Ohio, at $525. 


Lot 43 Female 
STROWAN CLIPPER ROSE 2D 2656-484 
icttoon LE Goose 


Red, calved Feb. 15, 1951. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
(Bapton Air Pilot (298495) 
Bapton Upright (316211) Derkroan, |.V..Ronk 
Red, 4 V2 Rank Bapton Actress 3d (191608) 
Sire Red, J. Ve Rank 
Pittodrie Upright 2380873 
Red, R. Laidlaw Smith {Aldie Keystone (297320) 
Red, Finlay MacGillivray 
Pittodrie Andrea 243048 Pittodrie Willow (223149) 
Red, R. Laidlaw Smith [Dark roan, R. Laidlaw Smith 
Edellyn Modern Mercury 2024078 Calrossie Mercury 1957318 
Roan, Thos. E. Wilson White, J. MacGillivray 
Dam Glenburn Ramsden Lass 1711819 
Elmhurst Clipper Rose 2340281 Roan, F. H. Deacon 
Red, F.S. Davidson 
Radiance Gold King 2002910 
Clipper Rose 8th 2113235 Red, Griswold Bros. 
Red, Otto G. Johnson Clipper Rose 5th 1997659 


|Red, Otto G. Johnson 


Strowan Clipper Rose 2nd—Be sure to see this young cow as well as her 
full sister and her dam, all selling in this sale. She is a daughter of the noted 
Pittodrie Upright. The picture above was taken when she was a yearling and 
provides a hint of her quality. She was pasture bred in November or December 
to Imp. Cruggleton Nyren. 
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Golden Oak Prince Peter, the bull that made such 
a splendid record in the herd of Perry S. Stangel, 
Sidney, Ohio. Lot 44 in this sale is a double 
granddaughter of this good sire. 


Lot 44 Female 
CLIPPER MAIDEN 2697-246 
Tattoo LE D56 


Red, calved Aug. 2, 1950. Bred by C. A. Dunson, Sidney, Ohio. 2nd owner, 
Sept. 12, 1951. Strowan Farm, Fredericktown, Ohio. 
Prince Peter 2053672 
Golden Oak Prince Peter 2244129 Red, Miles of View Farms 
Red, Chas. R. Hartsook A L Gwendoline 25th 1979468 
Sire Red, John Regier & Sons 
Robin Prince Peter 2473053 
Roan, Perry S. Stangel Commander Robin 2048763 
Roan, B. B. Snavely & Son 
A M Gordon Clipper 2191491 Favorite Clipper 1868497 
Roan, Perry S. Stangel Red, Perry S. Stangel 
Golden Oak Prince Peter 2244129 Prince Peter 2053672 
Red, Chas. R. Hartsook Red, Miles of View Farms 
Dam A L Gwendoline 25th 1979468 
Cherry Lane Clipper Maid 2473059 Red, John Reiger & Sons 
Roan, Perry S. Stange] 
Larbert Templar 2036824 
Clipper Maiden 17th 2085800 Roan, P. F. Jones 
Roan, Stanley Douglas Dacre Clipper Maiden 16th 2085801 
Roan, H. & F. B. Hirsch 


Clipper Maiden—A young cow, line bred in the blood of Calrossie Prince Peter 
and from the same family as the reserve grand champion female at the 1948 
Ohio State Fair, exhibited by Bob Reese. Here is a low set, breedy cow and a 
great milker. She sells with a good red heifer calf at foot, born February 24, 1954, 
and sired by Cruggleton Nyren. 
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Elmhurst Countess 2nd by Naemoor Magnate and 
her red bull calf by Cruggleton Nyren. This 
pair will sell as Lot 45 in this sale. 


LOT 45 


Female 


ELMHURST COUNTESS 2D 2512231 
Tattoo LE D244 


Red, calved Sept. 19, 1948. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


Cruggleton Prince Bob (328406) 
Red, A. J. Marshall 

Sire 

Naemoor Magnate 2381321 

RWM, Robert Moubray 


Naemoor Pauline Pearl (241296) 
Roan, Robert Moubray 


Cumberland =219254= 
White, John Miller, Jr. 
Dam 
Lady Dorothy May 3d 2110121 
Roan, Cecil Philp 


Lady Dorothy May =259297= 
Red, (Gecil) Philo 


fCruggleton Perfect (303904) 
Red, A. J. Marshall 
Princess Bluebell (240829) 
Red, A. J. Marshall 


(Royal Sentry (297376) 

Roan, K. P. MacGillivray 
Naemoor Pauline (221224) 
[Dark roan, Robert Moubray 


Collynie Royal Purse 2195917 
White, D. Webster 

Countess Selma 9th =249677= 
{Roan, John Miller, Jr. 


Ramsden’s Omega =203357= 

Dark roan, Harry Coyle 

Lady Dorothy's Countess =247103= 
Red, Cecil Philp 


Elmhurst Countess 2nd—One of the very top cows in our herd and she is 


certain to be a top wherever she goes. 


She is a daughter of Imp. Naemoor 


Magnate and a member of one of the good families of the breed. She is a 
maternal sister to the dam of Drynie Wonder 6th whose calves you will see in this 
sale. She is also the granddam of Strowan Control, a very good young roan bull 
selling in this sale. Here is a real show cow with an outstanding red bull calf 
at foot, born December 21, 1953, and sired by Cruggleton Nyren. 
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Strowan Centurian, shown above, was purchased in 
our 1953 sale by Ernest Evans, Delaware, Ohio. 
He is out of the same dam as Lot 46 in this sale. 


Lot 46 


Female 


STROWAN DOROTHY 2618-377 
Tattoo LE 8-23 


Red, calved July 16, 1950. Bred and owned by Strowan Farms, Fredericktown, 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 
Edellyn Royal Leader 18th 2247147 
Red, Thos. E. Wilson 


Elcona Emma 2105254 
Roan, Miles of View Farms 


Cumberland =219254= 
White, John Miller, Jr. 
Dam 
Lady Dorothy May 3d 2110121 
Roan, Cecil Philp 


Lady Dorothy May =259297= 
Red, Cecil Philp 


(Coldoch Sensation (275892) 
Red, W.M. Snadden 
Coldoch Bonny Rothes 2031989 
Roan, W. McNair Snadden 


Calrossie Prince Peter 2009143 
Roan, J. MacGillivray 

Emma 12th 2000955 

Red, Miles of View Farms 


Collynie Royal Purse 2195917 
White, D. Webster 

Countess Selma 9th =249677= 
[Roan, John Miller, Jr. 


(Ramsden’s Omega =203357= 

Dark roan, Harry Coyle 

Lady Dorothy’s Countess =247103= 
Red, Cecil Philp 


Strowan Dorothy is one of the valuable daughters of Edellyn Royal Leader 
18th and they are certainly among the best producing cows in our herd. Her 
first heifer, Strowan Dorothy 4th, will also sell in this sale. Strowan Dorothy will 
calve again before sale day to the service of Circle M Royal Leader 7th. 
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Waut Cows With Calves? 


“Where can I find a dozen or fifteen 
richly bred cows that have calves at foot 
and are rebred again to one of the top 
sires of the breed?" It's a question asked 
by many. Few people can cite you to such 
sources of supply. This complete disper- 
sion provides one answer to the question. 
Thirty-five cows sell with lusty calves at 
foot and nearly all are rebred! 


Lot 47 Female 


STROWAN DOROTHY MAY 2705-532 
Tattoo. LE S71 


Red, calved Nov. 5, 1951. Bred and owned by Strowan Farms, Fredericktown 
Ohio. 


Edellyn Royal Leader 2057560 
Edellyn Royal Leader 33d 2306927 Red, W. McNair Snadden 
Red, Thos. E. Wilson Scotston Jealous Jean 1917365 

Sire Red, William B. Robertson 

Circle M Royal Leader 7th 246493] 


Dark roan, W.F. McCanless ‘Calrossie Mercury 1957318 


Edellyn Rosebud 6th 2263195 
Dark roan, Thos. E. Wilson 


Naemoor Magnate 238132] 
RWM, Robert Moubray 
Dam 
Elmhurst Countess 2d 2512231 
Red, F. S. Davidson 


Lady Dorothy May 3d 2110121 
Roan, Cecil Philp 


White, J. MacGillivray 
Robina Rosebud 1773069 


Red, James Durno 


Cruggleton Prince Bob (328406) 
Red, A. J. Marshall 

Naemoor Pauline Pearl (241296) 
(Roan, Robert Moubray 


(Cumberland =219254— 
|White, John Miller, Jr. 

IT.ady Derothy May =259297— 
(Red, Cecil Philp 


Strowan Dorothy May—A thin heifer that accidentally was served to her sire, 
a little too young and the bull Strowan Control, selling in this sale, was the 
result. He is certainly one of the top calves ever born on Strowan Farms, so 
good that we bred the cow right back to Circle M Royal Leader 7th. She is in 
calf since August 4 and should have a a calf about sale time. A very good cow 


from a very good family. 
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Strowan Dorothy 4th, Lot 48. 


Lot 48 Female 
STROWAN DOROTHY 4TH 2771-981 


Ienqwoye) IME tS TUS) 


Roan, calved Feb. 10, 1953. Bred and owned by Strowan Farms, Fredericktown, 
Ohio. 


Cruggleton Willingdon (291229) 
Cruggleton What's Wanted 2555154 RLW, A. J. Marshall 


Red, Albert Jas. Marshall Princess Em (263112) 
Sire {Red, Albert Jas. Marshall 
Cruggleton Nyren 2696967 
Dark roan, Albert J. Marshall ‘Cruggleton Perfect (303904) 
Red, A. J. Marshall 
Olwen Nonpareil (289025) |Ophirie Nonpareil (190143) 
Dark roan, A. J. Marshall Dark roan, A. J. Marshall 
Edellyn Royal Leader 18th 2247147 (Edellyn Royal Leader 2057560 
Red, Thos. E. Wilson |Red, W. McNair Snadden 
Dam Elcona Emma 2105254 
Strowan Dorothy 2618377 ‘Roan, Miles of View Farms 
Red, Strowan Farms 
Cumberland =2Z19254= 
Lady Dorothy May 3d 2110121 White, John Miller, Jr. 
Roan, Cecil Philp Lady Dorothy May =259297= 


|[Red, Cecil Philp 


Strowan Dorothy 4th—A good daughter of Imp. Cruggleton Nyren. Her dam, 
a great producing cow sired by Edellyn Royal Leader 18th, will also sell in this 


sale. Sells open. 
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Lot 49 


Female 


OAKFIELD ELIZA 2567732 —379673— 
Tattoo Reel kMe ZC 


Dark roan, calved May 30, 1948. Bred by Edmund J. Murphy, Orillia, Ontario, 
Canada; owned by Strowan Farms, Fredericktown, Ohio. 


Cluny Ark Royal (319737) 

Red, Mrs. B. H. Linzee Gordon 
Sire 
Saltoun Ark Royal =274576= 
Red, A. M. T. Fletcher 


Saltoun Butterfly 18th (248100) 
Red, A. M. T. Fletcher 


Pitpointie Rangefinder (299077) 
Red, R. Laidlaw Smith 

Dam 

Eliza 57th 2567730 

Red, J. N. Reid 


Eliza 50th (201916) 
Dark roan, J. N. Reid 


(Calrossie Souvenir (303645) 

Dark roan, John MacGillivray 
Cluny Royal Princess 11th (187629) 
Red, C. A. L. Gordon 


Pittodrie Talisman (292569) 
Dark roan, R. Laidlaw Smith 
|Saltoun Butterfly 7th (118184) 
Roan, A. M. T. Fletcher 


{[Collynie Legendary (286956) 

Dark roan, Duthie Webster 
Calrossie Madam Pauline (160063) 
(Red, John MacGillivray 


(Collynie Echo (256383) 
|Roan, D. Webster 
[Eliza 45th (152267) 
|[Red, J. N. Reid 


Oakfield Eliza—A very good brood cow backed by imported blood on both 
sides of her pedigree. She sells with a sweet red heifer calf at foot, a real show 
prospect born October 27, 1953, and sired by Willow Lee Wonder 6th. She was 
pasture bred in November or December to Cruggleton Nyren. 


Lot 50 


Female 


MODEST ELIZA F 2463949 
Tattoo LE GM2]1 


White, calved Sept. 18, 1947. Bred by Glen McComas, Allerton, III. 
Owned by Strowan Farms, Fredericktown, Ohio 


Calrossie Mercury 1957318 
White, J. MacGillivray 
Sire 
Fdellyn Modest Mercury 2043436 
Roan, Thos. E. Wilson 


Edellyn Rosewood 17th 1772341 
Red, Thos. E. Wilson 


Edellyn Modest Mercury 2043436 
Roan, Thos. E. Wilson 

Dam 

Modest Eliza 2d 2302694 

Roan, Glen McComas 


Eliza of Shore Acres B 2013257 
Red, Arnold Bros. 


Pears Control (255913) 
White, J. MacGillivray 
|Calrossie Augusta Opal (179796) 
[Dark roan, J. MacGillivray 


(Calrossie Lord Rothes 1634147 
Roan, J. MacGillivray 
Winmoor Rosewood 4th 1378327 
[Red, W. H. Schendorf 


Calrossie Mercury 1957318 
White, J. MacGillivray 
Edellyn Rosewood 17th 1772341 
Red, Thos. E. Wilson 


(Shore Acres Brilliant 1898620 
Roan, Arnold Bros. 

Eliza 17th 1852860 

Roan, Mathers Bros. 


Modest Eliza F—A well fleshed, short legged cow that has an excellent head 
and short neck. We purchased her in the International sale in 1948. She has a 


daughter, Strowan Eliza, in this sale. 


at foot born March 12 and sired by Circl 
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She sells in this sale with a roan bull calf 
e M Royal Leader 7th. 


<= 


Strowan Eliza, Lot 51 in this sale. This photo 
shows her as a yearling. 


Lot 51 Female 
STROWAN ELIZA 2656-486 
Tattoo: LES 41 


Roan, calved April 20, 1951. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
(Coldoch Sensation (275892) 
Edellyn Royal Leader 2057560 Red, W. M. Snadden 
Red, W. McNair Snadden Coldoch Bonny Rothes 2031989 
Sire Roan, W. McNair Snadden 
Edellyn Royal Leader 18th 2247147 
Red, Thos. E. Wilson {(Calrossie Prince Peter 2009143 
Roan, J. MacGillivray 
Elcona Emma 2105254 Emma 12th 2000955 
Roan, Miles of View Farms Red, Miles of View Farms 
Edellyn Modest Mercury 2043436 (Calrossie Mercury 1957318 
Roan, Thos. E. Wilson | White, J. MacGillivray 
Dam |Edellyn Rosewood 17th 1772341 
Modest Eliza F 2463949 |[Red, Thos. E. Wilson 
White, Glen McComas 
(Edellyn Modest Mercury 2043436 
Modest Eliza 2d 2302694 |Roan, Thos. E. Wilson 
Roan, Glen McComas | Eliza of Shore Acres B 2013257 


|Red, Arnold Bros 


Strowan Eliza—The daughters of Edellyn Royal Leader 18th have all proved 
to be excellent brood cows. Here is one of them and she is out of the good cow 
Modest Eliza F, a granddaughter of Calrossie Mercury. The picture above was 
taken in calfhood form but it will give you a hint of her quality. She is pasture 
bred to Cruggleton Nyren. 
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Strowan Sensation, shown above, was purchased 
in our 1953 sale by Faircroft Farms, Belmont, Ohio. 
He is out of the good cow Lochmoor Goldie that 
sells as Lot 52 in this sale. 


Lot 52 Female 
LOCHMOOR GOLDIE 2498448 
Tattoo RE HH 48 
Red, calved April 10, 1948. Bred by H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


{Coldoch Sensation (275892) 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 
edellyn Royal l.eader 18th 2247147 
Red, Thos. E. Wilson 


Elcona Emma 2105254 
Roan, Miles of View Farms 


Pittodrie Goldfinder (299075) 
Dark roan, R. Laidlaw Smith 
Dam 
Knowle Goldie 6th 2408349 
Red, F. W. Furness 


Knowle Goldie (218007) 
Red, F. W. Furness 


Red, W. M. Snadden 
Coldoch Bonny Rothes 2031989 
Roan, W. McNair Snadden 


Calrossie Prince Peter 2009143 
Roan, J. MacGillivray 

Emma 12th 2000955 

Red, Miles of View Farms 


{(Collynie Legendary (286956) 
Dark roan, Duthie Webster 
Calrossie Rosewood Kate (150463) 
Red, John MacGillivray 


(Collynie Royal Ransom (275931) 
Dark roan, D. Webster 
Goldie 74th (167057) 


Red, James Durno 


Lochmoor Goldie—A dark red, good headed, well balanced cow that has 
really proved herself in our herd. Be sure to see her daughter, Strowan Goldie, 
and her two granddaughters, Strowan Goldie 2nd and Strowan Goldie N, all sell- 
ing in this sale. She had a daughter that sold in our 1952 sale at $1,000 to W. H. 
Boutell of Michigan and a son that sold at $400 to Faircroft Farms of Ohio in our 
1953 sale. She now carries the service of Circle M Royal Leader 7th. 
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Strowan Goldie 2nd, shown above, was ex- 
hibited successfully at 1952 shows and was 
purchased in our 1952 sale by W. H. Boutell, 
Grand Blanc, Michigan, at $1,000. She is a 
full sister to Strowan Goldie, Lot 53 in this 
sale. 


Lot 53 Female 
STROWAN GOLDIE 2618-378 


attoo, BEVS=8 


Dark roan, calved June 24, 1950. Bred and owned by Strowan Farms, Frederick- 
town, Ohio. 


Edellyn Royal Leader 2057560 
Edellyn Royal Leader 33d 2306927 Red, W. McNair Snadden 
Red, Thos. E. Wilson Scotston Jealous Jean 1917365 
Sire [Red, William B. Robertson 
Circle M Royal Leader 7th 2464931 , 
Dark roan, W. F. McCanless {Calrossie Mercury 1957318 
White, J. MacGillivray 
Edellyn Rosebud 6th 2263195 Robina Rosebud 1773069 
Dark roan, Thos. E. Wilson ‘Red, James Durno 
Edellyn Royal Leader 18th 2247147 Edellyn Royal Leader 2057560 
Red, Thos. E. Wilson Red, W. McNair Snadden 
Dam Elcona Emma 2105254 
Lochmoor Goldie 2498448 |[Roan, Miles of View Farms 


Red, H. E. Hackenberger 
{Pittodrie Goldfinder (299075) 
Knowle Goldie 6th 2408349 |Dark roan, R. Laidlaw Smith 
Red, F. W. Furness |Knowle Goldie (218007) 
|[Red, F. W. Furness 


Strowan Goldie—One of the top daughters of Circle M Royal Leader 7th. Her 
dam, also selling, is certainly one of the most profitable cows in our herd. Strowan 
Goldie has a yearling daughter that sells as a separate lot and she now has a red 
heifer calf at foot born November 1, 1953, and sired by Cruggleton Nyren. She 
was pasture bred in October or November to Imp. Cruggleton Nyren. 
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Strowan Goldie 2nd, Lot 54 in this sale. 


Lot 54 Female 
STROWAN GOLDIE 2D 2718-871 
Tattoo LE Sll6 


Dark roan, calved Sept. 8, 1952. Bred and owned by Strowan Farms, Frederick- 
town, Ohio. 


{(Cruggleton Willingdon (291229) 


Cruggleton What's Wanted 2555154 RLW, A. J. Marshall 
Red, Albert Jas. Marshall Princess Em (263112) 
Sire Red, Albert Jas. Marshall 
Cruggleton Nyren 2696967 
Dark roan, Albert J. Marshall (Cruggleton Perfect (303904) 
Red, A. J. Marshall 
Olwen Nonpareil (289025) Ophirie Nonpareil (190143) 
Dark roan, A. J. Marshall [Dark roan, A. J. Marshall 
Circle M Royal Leader 7th 2464931 (Edellyn Royal Leader 33d 2306927 
Dark roan, W. F. McCanless |Red, Thos. E. Wilson 
Dam |Edellyn Rosebud 6th 2263195 
Strowan Goldie 2618378 [Dark roan, Thos. E. Wilson 


Dark roan, Strowan Farms 
(Edellyn Royal Leader 18th 2247147 
Lochmoor Goldie 2498448 |Red, Thos. E. Wilson 
Red, H. E. Hackenberger |Knowle Goldie 6th 2408349 
|[Red, F. W. Furness 


Strowan Goldie 2nd—A heifer of outstanding quality. She looks like a future 
great brood cow and comes from a family of great brood cows. She is a dark 
roan daughter of Cruggleton Nyren that anyone will be proud to own. Her dam 
and her granddam both sell in this sale. 


68 


Greenwood Cra‘tsman, shown above, is a full brother 
to Princess Doreen 6th, Lot 55 in this sale. He was 
bred by Davis S. Graham, South Solon, Ohio, and was 
sold in the Greenwood, Willow Lee, Strowan sale in 
1953. He was purchased at $2,750, top price of. the 
sale by Howard Hildreth & Son, Estherville, Ohio. 


Lot 55 Female 
PRINCESS DOREEN 6TH 2657-880 
Tattoo LE G 180 


Red, calved May 10, 1951. Bred by David S. Graham, South Solon, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


{Lawton Rear Admiral (320130) 


| Uppermill Metaphor (333383) |Dark roan, William Henderson 
Dark roan, James Durno |Collynie Mabel 5th (193759) 
1 Sire |[Red, Duthie Webster 
Uppermill Wanderer 2545216 
i Red, James Durno (Larbert Tor (283834) 
|Roan, Peter Forbes Jones 
| Larbert Waterloo 12th (229874) |Glastullich Sweetheart (130798) 
| Roan, Peier Forbes Jones |[Red, W. MacGillivray 
Edellyn Royal Leader 6th 2190530 (Edellyn Royal Leader 2057560 
Red, Thos. E. Wilson Red, W. McNair Snadden 
Dam Edellyn Orange Blossom 2d 2071129 
Princess Doreen 4th 2486724 Roan, Thos. E. Wilson 


Red, David S. Graham 

{(Cruggleton Perfect (303904) 

Princess Doreen 2247446 Red, A. J. Marshall 

Red, A. J. Marshall Princess Daria (220741) 
[Dark roan, A.J. Marshall 


Princess Doreen 6th—One of the top daughters of Uppermill Wanderer out 
of the great Doreen family that has done so well for Dave Graham and Hollis 
Hanson. This young cow is a full sister to Greenwood Craftsman, first prize 
junior bull calf at the 1952 International that sold to Howard Hildreth & Son, Esther- 
ville, Iowa, for $2,750. Princess Doreen 6th now carried the service of Imp. Crug- 
gleton Nyren. 
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(Right) Acadia Lady Gold- 
endrop 2nd, Lot 56 in this 
sale. 


Lot 56 


ACADIA LADY GOLDENDROP 2D 2733-461 


(Left) Imp. Calrossie 
Sportsman, the famous 
son of Millhills Cham- 
pion that is owned 
jointly by Acadia 
Farms, Northfield, Ohio, 
and Red Gate Farms, 
Canfield, Ohio. His get 
won first prize at the 
Ohio State Shorthorn 
Show and at the Ohio, 
Indiana and Kentucky 
State Fairs in 1953. He 
is the sire of Lot 56 
in this sale. 


Female 


Tattoo LE CEA 41 


Red, calved Sept. 5, 1951. 


Owned by Strowan Farms, 


Millhills Champion (346563) 
Red, Duncan M. Stewart 
Sire 
Calrossie Sportsman 2596247 


Red, John & D. P. MacGillivray 
Calrossie Clip’r Evangeline (303412) 
Red, John & D. P. MacGillivray 
Sni-A-Bar Random Mercury 2288967 
Roan, Sni-A-Bar Farms 

Dam 


Acadia Lady Goldendrop 2597636 
Red, Chertsey Corporation (Cyrus S. Eaton) 


Lakeside Lady Golddrop 64th goes 
Red, Ben W. Lake 


Bred by Cyrus S. Eaton, Northfield, Ohio. 


Fredericktown, Ohio 


fAscreavie Democrat (328591) 
|Red, T. O. Mills 
Millhills Luxury 3d (243231) 


Roan, Duncan M, Stewart 


(Kirkton Baronet (335904) 

|Dark roan, K. P. MacGillivray 
|Calrossie Emilia Clipper (275161) 
|[Roan, John MacGillivray 


(Edellyn Campeon Mercury 2071109 
White, Thos. E. Wilson 

Secret Belle 2110133 

Roan, Cyril H. Mumford 


(Clara's Foray 2127586 

Red, Mathers Bros. 

Lakeside Lady Golddrop 27th 2093351 
Red, Ben W. Lake 


Acadia Lady Goldendrop 2nd—This heifer came out of the Acadia show herd 


and we bought her at the top price of the Marion, Ohio, sale. 


She is by the 


$16,500 Imp. Calrossie Sportsman, sire of the first prize get at the 1953 Ohio State 


Shorthorn Show as well as the Ohio, Indiana and Kentucky State Fairs. 
heifer is out of a daughter of Sni-A-Bar Random Mercury, 


Farms, $10,000 Mercury Jasper 2nd. 


This 


sire of Hawthorne 


Lot 57 


DIAMOND LADY 2277139 
Tattoo LE 45 


Female 
RE HA? 


Red, calved March 27, 1945. Bred by Earl E. Evans & Son, Woodstock, Ohio; 
calved property of H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


Browndale Climax 1976179 
Roan, T. Dorsey Jones 
Sire 
Brookside Masterstroke 2111022 
Red, Earl E. Evans & Son 


Augusta 105th 1962922 
Recpeecrl Es Evicmns 


Green Grove Ransom =242360= 
Red, G. D. Fletcher & Son 
Dam 


Diamond Ransom 2d 2196707 —315487— 
Red, George D. Fletcher & Son 


Diamond 30th =266147= 
Dark roan, J. A. Watt 


(Browndale Pilot 1653006 

|White, James Douglas & Sons 
|Maxwalton Augusta 59th 1721662 
{[Roan, P. G. Ross 


core Raglan 1792994 
Roan, Woodrutf Farm 
|Taana Augusta 1603766 
|[Roan, Taana Farms 


{Millhills Ransom 1943703 
|Red, D. M. Stewart 
|Browndale Madge =226384= 
|Red, George D. Fletcher 


(Gainford Golden =170502— 
|Red, J. A. Watt 

|Gainford Queen =226353= 
|[Roan, J. A. Watt 


Diamond Lady—A short legged, deep, thick bodied cow that combines the 
blood of Browndale Pilot and Millhills Ransom. She sells with a beautiful red 
heifer calf, born October 4, 1953, and sired by Willow Lee Wonder 6th. This calf 
is a very good prospect for a winning senior heifer calf at 1954 shows. The cow 
is pasture bred in November to Imp. Cruggleton Nyren. 


Lot 58 


ELMHURST MYRTLE 4TH 2373784 


Female 


deqnveyey lade, 1D) IA 


Red, calved March 2, 1946. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


Calrossie Mercury 1957318 
White, John MacGillivray 
Sire 
Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 


Glenburn Ramsden Lass 1711819 
Roan, F. H. Deacon 


Beathton Mandarin =243873= 
Red, Beath Farms 

Dam 

Dodsworth Myrtle 2d 2195922 

Red, Mrs. Agnes Magee 


Myrtle Blossom 4th =281537= 
Roan, Andrew Dods 


(Calrossie Control (255913) 
|White, John MacGillivray 
|Calrossie Augusta Opal (179796) 
[Dark roan, John MacGillivray 


(Edellyn Favorite 1430250 
|Roan, Thos. E. Wilson 
|Miss Ramsden 3d =232223= 
|Red, John Miller, Jr. 


(Klaymor Beau Ideal =233424= 
|Dark roan, W. J. Russell 

|Cluny Beauty 19th 2074749 
|[RLW, Charles A. Linzee Gordon 


(Golden Clipper 2d =214989= 
|Red, J. A. Watt 
|Myrtle Blossom 3d =262921= 


|White, Andrew Dods 


Elmhurst Myrtle 4th—Truly a great cow, deep, thick, short legged and good 
headed. She is a full sister to the Elmhurst Myrtle cow that has been such a 
great producer in the famous Edellyn herd. She sells with a red heifer calf at 
foot, born January 15th, and sired by Imp. Cruggleton Nyren and she has been 
rebred to this same great sire. 
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Lot 59 


Female 


ELMHURST MYRTLE 6TH 2463177 
Tattoo RE D 171 


White, calved March 18, 1947. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


Calrossie Mercury 1957318 
White, J. MacGillivray 
Sire 
Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 


Glenburn Ramsden Lass 1711819 
Roan, F. H. Deacon 


Cumberland =219254= 
White, John Miller, Jr. 
Dam 
Beathon Myrtle 2d 2032503 
Roan, Cecil Philp 


Beathon Myrtle 2003555 
Red, Beath Farms 


(Calrossie Control (255913) 
|White, J. MacGillivray 
|Calrossie Augusta Opal (179796) 
[Dark roan, J. MacGillivray 


(Edellyn Favorite 1430250 
|Roan, Thos. E. Wilson 
|Miss Ramsden 3d =232223= 
|Red, John Miller, Jr. 


autre Royal Purse (243083) 
White, Duthie Webster 
|Countess Selma 9th =249677= 
|Roan, John Miller, Jr. 


(Walshford Paymaster 1875673 
|Roan, W. W. Frank 

|Edellyn Myrtle 12th 1772338 
|Red, T. E. Wilson 


Elmhurst Myrtle 6th—She was considered the best cow in the Harry Hacken- 
berger herd. She has a grand head, a deep body with lots of bone and she looks 
like a brood cow, Her daughter, Lochmoor Myrtle Sth and her son, Strowan 
Wonder, both sell as separate lots. She was pasture bred in October or Novem- 


ber to Cruggleton Nyren. 


Lot 60 


Female 


LOCHMOOR MYRTLE 5TH 2719-976 
Tattoo RE H 48 


Roan, calved Sept. 14, 1952. Bred by H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


Pittodrie Upright 2380873 
Red, R. Laidlaw Smith 
Sire 
Upright’s Sensation 2570577 
Red, F.S. Davidson 


Rothes Queen 4th 2219467 
Roan, Edmund J. Murphy 


Edellyn Modern Mercury 2024078 
Roan, Thos. E. Wilson 

Dam 

Elmhurst Myrtle 6th 2463177 

White, F.S. Davidson 


Beathon Myrtle 2d 2032503 
Roan, Cecil Philp 


Eases Upright (316211) 
Red, J. V. Rank 
|Pittodrie Andrea (243048) 
|[Red, R. Laidlaw Smith 


(Rigfoot Sensation =227385= 
|Roan, C. 8S. Carruthers 
|Collynie Lady Rothes =256643= 
|[Roan, Duthie Webster 


Calrossie Mercury 1957318 
White, John MacGillivray 
Glenburn Ramsden Lass 1711819 
|[Roan, F. H. Deacon 


(Cumberland =219254= 
| White, John Miller, Jr. 
|Beathon Myrtle 2003555 
|[Red, Beath Farms 


Lochmoor Myrtle 5th—She is certainly the right kind of an individual and 
from a most dependable family. Her dam, a daughter of Edellyn Modern Mercury, 
will be one of the top cows in this dispersion, and her sire is one of the best sons 
of the noted Perth champion, Pittodrie Upright. She was bred December 4, 1953, 


to Strowan Perfect. 
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Lot 61 ELMHURST MYRTLE 3D 2316206 Female 
Tattoo RE D104 


Red, calved Sept. 6, 1945. Bred by F. S. Davidson, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio 


(Calrossie Control (255913) 


Calrossie Mercury 1957318 | White, J. MacGillivray 
White, J. MacGillivray |Calrossie Augusta Opal (179796) 

Sire {Dark roan, J. MacGillivray 

Edellyn Modern Mercury 2024078 

Roan, Thos. E. Wilson Edellyn Favorite 1430250 

Roan, Thos. E, Wilson 

Glenburn Ramsden Lass 1711819 |Miss Ramsden 3d =232223= 
Roan, F. H. Deacon [Red, John Miller, Jr. 
Cumberland =219254= (Collynie Royal Purse (243083) 
White, John Miller, Jr. | White, Duthie Webster 

Dam |Countess Selma 9th =249677= 

Beathon Myrtle 2d 2032503 {[Roan, John Miller, Jr. 


Roan, Cecil Philp 
peer Paymaster 1875673 
Beathon Myrtle 2003555 Roan, W. W. Frank 
Red, Beath Farms |Edellyn Myrtle 12th 1772338 
|[Red, T. E. Wilson 


Elmhurst Myrtle 3rd—A full sister to Elmhurst Myrtle 6th, also selling. One 
of the top heifers in our sale last fall was her daughter and was purchased by 
Dean Fleming. Her son, Strowan Paymaster, will sell in this sale. She was pas- 
ture bred in October or November to Cruggleton Nyren. 


Lot 62 Female 
DRON NANCY 2696-968 (375813) —407211— 


Tattoo. RE. PIT,.H1 


Red, calved Feb. 23, 1950. Bred by George W. Pitcaitly, Bridge of Earn, Perth- 

shire, Scotland; imported to Canada in June 1951 by Reford W. Gardhouse, 

Weston, Ontario, Canada; 3d owner, Oct. 16, 1951, Strowan Farm, Fredericktown, 
Ohio. 


er Keystone (297320) 


Pittodrie Regalia (322951) Red, F. MacGillivray 


Red, R. Laidlaw Smith |Pittodrie Bride’s Blossom (223139) 
Sire |[Roan, R. Laidlaw Smith 
Aldie Immaculate (361178) 
Red, Finlay MacGillivray (Coldoch Sensation (275892) 
|Red, W. M. Snadden 
Laurel (247697) | Uppermill Lorna (197302) 
Red, James Durno {Roan, James Durno 


Red, J. Ernest Kerr Red, A. P. Gordon Estate 
Harviestoun Golden Glint (189164) 
Redeem were 


Dam 
Orchard Rosebud 29th (259445) 
Red, John Finlayson 


Harviestoun Golden Glow (309057) Beet Winalot 2d (282901) 


Bere of Stonelands (290601) 

Orchard Rosebud 21st (237927) Red, Norman N. Lee 

Dark roan, John Finlayson |Orchard Rosebud 15th (167311) 
|White, John Finlayson 


Dron Nancy—Only in dispersions are such cows offered. She was imported 
by Reford Gardhouse and we bought her from him in 1951. She is the mother of 
probably the best heifer we raised last year that sold to S. J. O'Bryan of Illinois. 
Her first calf, Strowan Rodney, was used successfully by Andy Miller of Ohio. 
She is certainly one of the best brood cows in the herd and she is due to calve 
before sale day to the service of Imp. Cruggleton Nyren. Bred July 12, 1953. 
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oe. 


Imp. Glastullich Spearhead, 
cess at Susanna Farms, Lake Villa, Illinois. 


is a son of the 1947 Perth 
Fortress. 


Lot 63 


used with great suc- 
He 
champion, Glastullich 
Lot 63 is a very good daughter of this 
famous sire. 


Female 


LOCHMOOR NONPAREIL 2679-304 
hettoo! GE Hs 


Roan, calved Nov. 5, 1901: 
of H. E. Hackenberger, Lima, Ohio. 
Ohio. 


Glastullich Fortress (321245) 
Dark roan, Wm. J. MacGillivray 
Sire 
Glastullich Spearhead 2534606 
Red, William J. MacGillivray 


Glastullich Princess Kate (275215) 
Dark roan, William J. McGillivray 


Beaufort Brigand 2348470 
Dark roan, Lord Lovat 
Dam 
Susanna Nonpareil 3d 2594889 
Darkerocmms om). Olsen yen 


Edellyn Nonpareil 14th 2186587 
Red, Thos. E. Wilson 


Bred by S. J. O'Bryan, Lake Villa, Ill.; calved property 
Owned by Strowan Farms, Fredericktown, 


Lawton President Roosevelt (308482) 
Red, Wm. Henderson 

Calrossie Augusta Valerie (230650) 
[Roan, John MacGillivray 


Harviestoun Golden Glory (303224) 
Red, J. E. Kerr 

|Glastullich Princess Betty (250981) 
{Dark roan, William J. MacGillivray 


(Bapton Battleship (316198) 
Red, J. V. Rank 
|Beaufort Augusta (240297) 
Red, Lord Lovat 


(Calrossie Mercury 1957318 
White, J. MacGillivray 
Allendale Nonpareil 1982130 
Red, A.J. Marshall 


Lochmoor Nonpareil—A beautiful, .two-year-old daughter of Imp. Glastullich 


Spearhead selling with her first calf at foot and what a pair they make! 


The 


calf is the first to be born from the service of Strowan Perfect and we are cer- 
tainly proud of him. See this grand young cow selling with a red bull calf at 


foot born November 10, 1953. 
Strowan Perfect. 
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The cow was rebred on December 13, 1953, to 


Imp. Beaufort Brigand, former herd bull at Susanna 
Farms, Lake Villa, Illinois. He was a son of the 
noted Bapton Battleship. Lot 64, an excellent cow, 
is one of his daughters. 


Lot 64 Female 
SUSANNA NONPAREIL 3D 2594-889 
Tattoos ke etset 


Dark roan, calved Oct. 16, 1949. Bred by S. J. O'Bryan, Lake Villa, Ill. 
Owned by Strowan Farms, Fredericktown, Ohio. 


(Bapton Air Pilot (298495) 


Bapton Battleship (316198) |Dark roan, J. V. Rank 
Red, J. V. Rank |Bapton Actress 4th (222121) 
Sire {Red, J. V. Rank 
Beaufort Brigand 2348470 
Dark roan, Lord Lovat (Cruggleton Willingdon (291229) 
RLW, Albert James Marshall 
Beaufort Augusta (240297) Augusta Rubra (210552) 
Red, Lord Lovat Red, Albert James Marshall 
Calrossie Mercury 1957318 (Calrossie Control (255913) 
White, J. MacGillivray White, J. MacGillivray 
Dam |Calrossie Augusta Opal (179796) 
Edellyn Nonpareil 14th 2186587 Dark roan, John MacGillivray 
Red, Thos. E. Wilson 
f{Garguston Sovereign (291047) 
Allendale Nonpareil 1982130 Red, R. S. McWilliam 
Red, A. J. Marshall Violia Nonpareil 1982135 
Roan, A. J. Marshall 


Susanna Nonpareil 3rd—There is plenty of proof right in this sale that she 
is a great brood cow. Her son is Strowan Brigand and her daughter is Lochmoor 
Nonpareil and you will agree that they are both good. This cow is a four-year-old 
daughter of Imp. Beaufort Brigand, her dam is a direct daughter of Calrossie 
Mercury and her granddam was bred by A. J. Marshall. She was pasture bred 
in October or November to Cruggleton Nyren. 
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(Left) Strowan Orange 
Blossom N, the junior year- 
ling from our 1953 show 
herd. She was purchased 
in our 1953 sale by Fred 
Smalstig, Pittsburgh, Pa., 
at $610. She is out of the 
good cow Newallyn Or- 
ange Blossom 18th that 
will sell as Lot 65 in this 
sale. 


(Right) Strowan Tuscan, the 
senior yearling bull from our 
1952 show herd. He was pur- 
chased in our 1952 sale at $550 
by Al Mavry, Bellville, Ohio. He 
is out of the good cow Newallyn 
Orange Blossom 18th that sells 
as Lot 65 in this sale. 


Lot 65 Female 
NEWALLYN ORANGE BLOSSOM 18TH 2503510 — 372888 — 
Tattoo RE HAN 6C 


Red, calved Jan. 10, 1948. Bred by Harry A. Newman, Dunbarton, Ontario, Canada. 
Owned by Strowan Farms, Fredericktown, Ohio 


{Aldsworth Royal Jubilee (274418) 


Garguston Golden Victor 2070685 |Roan, W. Garne 
Red, R.S. McWilliam |Golden Lilac (180003) 
Sire |Red, R. S. McWilliam 
Newallyn Kansas King =271198= : 
Red, Harry A. Newman (Beaufort Legion (255432) 
|Dark roan, Lord Lovat 
Pitpointie Dorothy 2d 2113284 eee 28th (148535) 
Red, Robert L. P. Duncan Red, J. M. Graham 
Pitpointie Tuscan (289064) Pence Royal Cockade (274818) 
Roan, Robert L. P. Duncan Dark rocmy mle Vesinciak 
Dam |Pitpointie Rosewood 16th (176939) 


Newallyn Orange Blossom 9th =335847= [Red, Robert L. P. Duncan 


Red, Harry A. Newman 
eee Royal Barrage 1873801 
Klaymor Orange Blossom =284553= |Roan, D. Webster 
Red, W. J. Russell |Edellyn Orange Blos’m 12th 1738080 
|[Red, Thos. E. Wilson 


Newallyn Orange Blossom 18th—A consistent producer of show calves. Her 
son, Strowan Tuscan, was our winning senior yearling in 1952 and sold to R. L 
Mowray of Ohio. Her daughter, Strowan Orange Blossom N, was our winning 
junior yearling in 1953 and sold to Fred Smalstig of Pennsylvania. She sells now 
carrying the service of Circle M Royal Leader 7th. 
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(Right) This is the jun- 
ior get-of-sire by Green- 
wood Souvenir that won 
top prizes for Carl H. 
Stander in 1952. Lot 
66 is by the same great 
sire. 


Lot 66 


(Left) D & N Souvenir, a son of 
Greenwood Souvenir that won 
fourth prize for Carl H. Stander, 
Bellville, Ohio, at the 1952 Interna- 
tional and that sold at $2,550. He is 
a half brother to Lot 66 in this sale. 


Female 


C H ORANGE BLOSSOM D 2673-029 
Tattoo LE CH174 


Red, calved Sept. 17, 1951. Bred by Carl H. Stander, Bellville, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Scotsdale Autocrat 2381633 
Dark roan, James Durno, Jr. 
Sire 
Greenwood Souvenir 2518715 
Red, David S. Graham 


Cluny Rosewood 63d 2438062 
Red, Mrs. B. H. Linzee Gordon 


Maxwalton Souvenir 2048068 
Roan, Maxwalton Farms, Inc. 
Dam 
Orange Blossom 22d 2316224 
Red, S. E. Findley 


Orange Blossom 21st 2168976 
Red, T. Dorsey Jones 


Uppermill Autocrat (333371) 
Red, James Durno 
|Glassingall Delicia 4th 2381631 
Dark roan, W. C. Dickson 


Calrossie Souvenir (303645) 
|Dark roan, J. MacGillivray 
|Cluny Rosewood 54th (238380) 
Red, Mrs. B. H. Linzee Gordon 


Browndale Conqueror 1912614 
|Roan, T. Dorsey Jones 

|E Fairy Ring 5th 1938818 

Red, Leo P. Duer 


(Klaymor Comet 2001798 
Red, W. J. Russell 
|Raveni Orange Blossom 2d 2004289 


Roan, T. Dorsey Jones 


C H Orange Blossom D—One of the outstanding daughters of the $4,900 
Greenwood Souvenir that is doing such a great job at Clay Hills owned 
by Carl H. Stander. This short legged, deep, thick heifer was from the 1952 
show herd and a member of Carl Stander’s winning get-of-sire. We had the 
misfortune to lose her calf, a very choice red bull that was born on March 6, 
hence the cow will probably sell open. 


af 


Imp. Barquhar Commander, famous sire 
in the herd of John Meyers & Sons, 
Greensburg, Indiana. He is the sire of 
Lot 67 in this sale. 


Lot 67 Female 
RINGWELL SNOWDROP 2577227 
Tattoo RE R 79 


White, calved Dec. 11, 1949. Bred by Ringwell Farms, Ringwood, Ill. 
Owned by Strowan Farms, Fredericktown, Ohio. 


{(Calrossie Randolph (275440) 


Calrossie High Finance (315167) |Dark roan, J. MacGillivray 
Red, John MacGillivray |Calrossie Eve Rosewood (210266) 
Sire [Red, John MacGillivray 
Barquhar Commander 2532130 
Roan, J, Maurice G. Brown (Harviestoun Cossack (314752) 
|Red, J. Ernest Kerr 
Kinellar Ury Maid 17th (257604) oe Ury Maid 11th (226377) 
Roan, Sylvester Campbell Roan, Sylvester Campbell 
Klaymor Heir 2274161 eee Reynoldstown 1998768 
Red, W. J. Russell Red, Finlay MacGillivray 
Dam |Klaymor Princ’s Royal 8th =312803= 
Ringwell Orange Blossom 3d 2404291 |Red, W. J. Russell 


Roan, Ringwell Farms 
poe Command 2000000 
Edellyn Orange Blossom 43d 2071130 |Roan, C. A. Linzee Gordon 
White, Thos. E. Wilson |Edellyn Orange Blos’m 19th 1817445 
{Roan, Thos. E. Wilson 


Ringwell Snowdrop—A daughter of Imp. Barquhar Commander and a 
member of the famous Edellyn Orange Blossom family. Her September, 1952, 
calf is the bull Lochmoor Sir Talisman that sells as a separate lot in this sale. 
She now has a good roan heifer calf, born October 28, 1953, and sired by Willow 
Lee Wonder 6th that will sell at foot. She was pasture bred again in November 
to Imp. Cruggleton Nyren. 
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Princess Barrie, Lot 68. 


Lot 68 Female 
PRINCESS BARRIE 2696-971 (378831) —406262— 
Tattoo RE TAW Hl 
Dark roan, calved Jan. 15, 1950. Bred by Alexander W. Taylor, Fraserburgh, 
Aberdeenshire, Scotland; imported to Canada in May 1951 by Reford W. Gard- 


house, Weston, Ontario, Canada; 3rd owner, Oct. 16, 1951, Strowan Farms, 
Fredericktown, Ohio. 


(Millhills Zenith (323046) 


Pusk (337117) | White, Duncan M. Stewart 
Red, G. W. Pitcaithly ee Queen 5th (223347) 
Sire Red, Duncan M. Stewart 
Ascreavie White Knight (353573) 
Wihauiey,, th, (Oy Iblis Muriside Ramsden King (296673) 
Red, James F. Innes 
Calrossie Madge Ramsden (240502)  |Calrossie Muriel Ramsden (189804) 
Roan, John MacGillivray [Dark roan, John MacGillivray 
Calrossie High Finance (315167) (Calrossie Randolph (275440) 
Red, John MacGillivray Dark roan, J. MacGillivray 
Dam Calrossie Eve Rosewood (210266) 
Princess Barbara (292632) [Red, John MacGillivray 


Red, Alexander W. Taylor 
(Calrossie Randolph Rams’n (297351) 
Kinellar Princess Royal 7th (246299) Dark roan, John MacGillivray 
Red, Sylvester Campbell Kinellar Princess Royal 5th (216271) 
|[Red, Sylvester Campbell 


Princess Barrie—Her kind are seldom offered. She is an imported daughter 
of Ascreavie White Knight and her dam is a daughter of the great Calrossie High 
Finance. She is the dam of Strowan Perfect, our junior herd bull that will also 
sell in this sale. She was also the dam of Strowan Nyren that sold to Andy 
Miller, Benton, Ohio, at the top price of our 1953 sale. She is in calf since Oc- 
tober 19 to Cruggleton Nyren. 
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Imp. Royal Rothes, 1942 Perth Supreme Champion, used 
with great success at Purdue University. He is the sire 
of Lot 69. 


Lot 69 


Female 


CONNER'S PRINCESS ROSINA 2237757 


Tattoo LE CPE 44 


RE 283 


Roan, calved Oct. 2, 1944. Bred by Conner Prairie Farms, Noblesville, Ind. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Calrossie Sweepstake (290897) 
Red, J. MacGillivray 
Sire 


Royal Rothes 2135426 
Roan, James Durno 


Fiona (176986) 
Roan, James Durno 


Calrossie Graduate (284428) 
Dark roan, John MacGillivray 
Dam 
Princess Eva 2009156 
Red, A. J. Marshall 


Princess Eleanor (110583) 
Red, A. J. Marshall 


(Calrossie Randolph (275440) 

Dark roan, J. MacGillivray 
Calrossie Broadh’ks Maggie (150434) 
Red, J. MacGillivray 


(Royal Star (266492) 
White, K. P. MacGillivray 
Fairy Princess 2d (147830) 
Red, James Durno 


(Calrossie Control (255913) 
White, J. MacGillivray 
|Calrossie Pauline Wave (169792) 
Red, John MacGillivray 


(Lutwyche Grafter 1529910 
Red, R. Cornelius 
Princess Eva (76863) 
[Red, A. J. Marshall 


Conner’s Princess Rosina—A low set, thick cow sired by the Perth supreme 
champion Royal Rothes. Her dam was a daughter of Calrossie Graduate by the 
great Calrossie Control, also a Perth champion. Here is imported blood from 
the Cruggleton, Calrossie and Uppermill herds at its very best. 
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Above is shown the world renowned Imp. Pittodrie Up- 
right. His daughters have proved excellent brood cows. Five 
of them are selling in this sale. 


Lot 70 


Female 


STROWAN PRISCILLA 2618-382 


Tattoo LE 8-28 


Red, calved Sept. 26, 1950. Bred and owned by Strowan Farms, Fredericktown, 


Bapton Upright (316211) 
Recume Ve Rank 

Sire 

Pittodrie Upright 2380873 

Red, R. Laidlaw Smith 


Pittodrie Andrea (243048) 
Red, R. Laidlaw Smith 


Royal Ramsden =264179= 
Roan, Gordon G. Breckon 
Dam 
Priscilla 4th 2538978 
RWM, George R. Breckon 


Priscilla 2d =336004= 
Roan, George R. Breckon 


(Bapton Air Pilot (298495) 
|Dark roan, J. V. Rank 
|Bapton Actress 3d (191608) 
|Red, J. V. Rank 


ae Keystone (297320) 
Red, Finlay MacGillivray 
|Pittodrie Willow (223149) 
[Dark roan, R. Laidlaw Smith 


(Klaymor Element =—248384= 
Roan, W. J. Russell 

Miss Ramsden 14th =275932= 
White, T. A. Russell 


(Ramsden Outlaw =242738— 
White, Gordon G. Breckon 
Priscilla =293976= 

Red, Gordon G. Breckon 


Strowan Priscilla—A daughter of the $63,500 Perth supreme champion, Imp. 
Pittodrie Upright. The first heifer out of this cow was the summer yearling heifer 
in our 1953 show herd. Her 1953 calf is the bull Strowan Royal Ramsden selling 
as a separate lot in this sale. She is in calf since July 3, 1953, to Circle M Royal 


Leader 7th. 
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Lot 71 


Female 


PRISCILLA 4TH 2538978 — 369486 — 
Tattoo RE FAX 1A 


Red, white marks, calved Dec. 17, 1946. Bred by George R. Breckon, Bronte, 
Ontario, Canada; 2d owner, April 29, 1948, Strowan Farm, Fredericktown, Ohio. 


Klaymor Element =248384= 
Roan, W. J. Russell 

Sire 

Royal Ramsden =264179= 

Roan, Gordon G. Breckon 


Miss Ramsden ]4th =275932= 
White, T. A. Russell 


Ramsden Outlaw =242738= 
White, Gordon G. Breckon 
Dam 
Priscilla 2d =336004= 
Roan, George R. Breckon 


Priscilla —293976= 
Red, Gordon G. Breckon 


(Collynie Royal Barrage 1873801 
|Roan, D. Webster 

BRP ee Victoria 30th =279817= 
Red, R. Wylie Hill 


(Raveni Master 1736682 

|Roan, T. Dorsey Jones 

|Miss Ramsden 12th =259764= 
[Roan, T. A. Russell 


(Kinellar Outlaw (258308) 
|Roan, S. Campbell 

|Miss Ramsden ]4th =275932= 
|White, T. A. Russell 


Bugler’s Salute =219676= 
Roan, James Douglas & Sons 
|Princeton Priscilla =273382= 
|Red, Prince of Wales 


Priscilla 4th—A Canadian-bred cow whose daughter in this sale will pro- 
vide evidence of her producing ability. She is pasture bred to Imp. Cruggleton 


Nyren. 


Lot 72 


Female 


STROWAN MISS ROTHES 2618-380 
Mattoowlinen=24- 
Red, calved July 25, 1950. Bred and owned by Strowan Farms, Fredericktown, 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 
Edellyn Royal Leader 18th 2247147 
Red, Thos. E. Wilson 


Elcona Emma 2105254 
Roan, Miles of View Farms 


Rigfoot Sensation = 227385= 
Roan, C. S. Carruthers 
Dam 
Rothes Queen 4th 2219467 
Roan, Edmund J. Murphy 


Collynie Lady Rothes =256643= 
Roan, Duthie Webster 


(Coldoch Sensation (275892) 
|Red, W.M. Snadden 
|Coldoch Bonny Rothes 2031989 
|[Roan, W. McNair Snadden 


{(Calrossie Prince Peter 2009143 
|Roan, J. MacGillivray 
{Emma 12th 2000955 

|Red, Miles of View Farms 


ca Victor Royal 1873759 
Roan, D. Webster 

|Stevenson Rosewood =248523= 
{Roan, Stevenson Farms 


Kees Royal Escort (229212) 
Dark roan, D. Webster 
|Collynie Fairy Queen (124458) 
|[Roan, Duthie Webster 


Strowan Miss Rothes—A daughter of Edellyn Royal Leader 18th and the 
kind of an individual you will like. Her dam was shown successfully in Canada 
and her granddam was a great importéd cow bred by Duthie Webster. We sold 
a Nyren bull out of Strowan Miss Rothes privately in 1953 at $1,000 to Randolph 
Core, Franklin, Indiana, for use on his Mississippi Farm. She now has about 
the best heifer calf on the farm and we have agreed to let the cow and calf be 
cataloged as one lot. Be sure to see this heifer calf by Cruggleton Nyren. The 
cow was remated on January 5 to Strowan Perfect. 
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oe hr 


HHF Princess Enid B 3rd, Lot 73. 


Lot 73 


Female 


H H F PRINCESS ENID B 3d 2736-871 
keine |RIE, Jak GY 


Roan, calved Oct. 25, 1952. Bred by B. Hollis Hanson, Connersville, Indiana. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Cruggleton Bounce 2378749 
Red, A. J. Marshall 

Sire 

Sunset Bounce 2438184 

Roan, Otis A. Carter & Son 


Drynie Augusta 47th 2352167 
Dark roan, Robert MacLean 


Glastullich Fortress (321245) 
Dark roan, W. J. MacGillivray 
Dam 
Calrossie Princess Enid 2393590 
Dark roan, John & D. P. MacGillivray 


Calrossie Princess Irene (240505) 
Red, John MacGillivray 


(Cruggleton Aircraft (328332) 
Red, A. J. Marshall 

Rita Beauty (251334) 

Roan, A. J. Marshall 


{Naemoor Immaculate (315706) 
White, Robert Moubray 
Drynie Augusta 45th (210395) 
Roan, R. MacLean 


Lawton President Roosevelt (308482) 
Red, Wm. Henderson 

Calrossie Augusta Valerie (230650) 
Roan, John MacGillivray 


Harviestoun Golden Glory (303224) 
Red, J. E. Kerr 

Calrossie Princess Iris (220434) 
Dark roan, John MacGillivray 


HHF Princess Enid B 3rd—This daughter of the International reserve cham- 
pion Sunset Bounce is good because she was bred that way. All of you are 
acquainted with this pedigree in which every animal is a credit to the breeder. 
Here is a heifer that will please you and she is backed by the strongest of Cal- 
rossie and Cruggleton blood. She was pasture bred in November or December to 
Strowan Perfect. 
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Strowan Princess Royal G, 


Lot 74 


the junior yearling 
from our 1953 show herd. She is a daughter of 
Strowan Princess R, Lot 74 in this sale. 


Female 


STROWAN PRINCESS R 2618-381 
Tattoo LE S-22 


Red calved July 5, 1950. Bred and owned by Strowan Farms, Fredericktown, 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 


Edellyn Royal Leader 18th 2247147 
Red, Thos. E. Wilson 


Elcona Emma 2105254 
Roan, Miles of View Farms 


Cruggleton Climax 2092173 
Roan, A. J. Marshall 
Dam 
Netherburn Lady Ransom 2d 2195934 
Red, A. P. Hart 


Miss Ransom =286452= 
Recene\gip ate cmnt 


{Coldoch Sensation (275892) 
|Red, W.™M. Snadden 
|Coldoch Bonny Rothes 2031989 
|[Roan, W. McNair Snadden 


(Calrossie Prince Peter 2009143 
|Roan, J. MacGillivray 
{Emma 12th 2000955 

|[Red, Miles of View Farms 


Bier ae Rosedune (213883) 
White, A. J. Marshall 
ae Charity (131141) 
RLW, A. J. Marshall 


{Millhills Ransom 1943703 
|Red, D. M. Stewart 
|Princess Leader —276524—= 
|[Red, A. J. Marshall 


Strowan Princess R—We can certainly recommend these daughters of Edellyn 
Royal Leader 18th. Her dam, Netherburn Lady Ransom 2nd, has been one of the 
truly great brood cows of the breed, every daughter having been a great pro- 
ducer. Ohio State University and W. H. Kilcawley both have daughters that are 
top cows. A heifer out of Strowan Princess R was the junior yearling in our 
1953 show herd. She now sells with a red bull calf at foot born January 12 and 
sired by Cruggleton Nyren. She is rebred again to Cruggleton Nyren. 
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Strowan Princess R 2nd, photo taken as a 
yearling. She sells in this sale as Lot 75. 


Lot 75 


Female 


STROWAN PRINCESS R 2D 2656-489 
hetttoo) GE osso 


Red, calved May 12, 1951. Bred and owned by Strowan Farms, Fredericktown, 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 
Edellyn Royal Leader 18th 2247147 
Red, Thos. E. Wilson 


Elcona Emma 2105254 
Roan, Miles of View Farms 


Cruggleton Climax 2092173 
Roan, A. J. Marshall 
Dam 
Netherburn Lady Ransom 2d 2195934 
Red, A. P. Hart 


Miss Ransom =286452— 
Red, A. P. Hart 


(Coldoch Sensation (275892) 
|Red, W.M. Snadden 
|Coldoch Bonny Rothes 2031989 
|[Roan, W. McNair Snadden 


{Calrossie Prince Peter 2009143 
|Roan, J. MacGillivray 
|Emma 12th 2000955 

|[Red, Miles of View Farms 


(Bridgebank Rosedene (213883) 
|White, A. J. Marshall 

|Fairy Charity (131141) 

[RLW, A. J. Marshall 


(Millhills Ransom 1943703 
|Red, D. M. Stewart 
|Princess Leader =276524= 
|Red, A. J. Marshall 


Strowan Princess R 2nd—If you will read the footnote under the pedigree 
of Strowan Princess R, you will know what we think of this family. She is a full 


sister and the right kind of an individual. 


She is pictured above in her calfhood 


form. She is pasture bred in October or November to Imp. Cruggleton Nyren. 
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(Left) Lochmoor Stella A, 
champion 1950 Auglaize 
County show and sale, now 
owned by Carl H. Stander. 
She is out of Rosewood Stella 
A, Lot 76 in this sale. 


(Right) Clay Hills Souvenir 7th by 
Greenwood Souvenir, second prize 
summer yearling bull at the 1952 
International. Bred and exhibited 
by Carl H. Stander. He is a 
grandson of Rosewood Stella A, Lot 
76 in this sale. 


Lot 76 Female 
ROSEWOOD STELLA A 2282240 
Tetioon bE. Z84 


White, calved Nov. 12, 1944. Bred by Arnold Bros., Sterling, Il. 
Owned by Strowan Farms, Fredericktown, Ohio. 


(Bapton Crocus Leader (261766) 


Coldock Silver Wedding (286229) Red, Bapton Shorthorn Co. 
White, W. McNair Snadden Glastullich Norma (150483) 
Sire [Roan, W. MacGillivray 
Cruggleton Achtoi 2009144 
Roan, A. J. Marshall Cruggleton Prince Henry (236481) 
|Red, A. J. Marshall 
Augusta Clarabelle (180095) Augusta Chrysala (131100) 
Red, A. J. Marshall Rark roan, A.J. Marshall 
Aldie Premium (267919) (Calrossie Lord Chancellor (249381) 
Red, F. MacGillivray |Red, J. MacGillivray 
Dam Augusta Maid (110115) 
Rosewood Stella 1992062 |[Red, F. MacGillivray 
Roanwela he breaser 
(Calrossie Officer Com'd’ing (221735) 
Rosewood Roma (169806) Dark roan, J. MacGillivray 
Roan, K. P. MacGillivray Rosewood Beauty 3d (120634) 


|Red, K. P. MacGillivray 


Rosewood Stella A—A wonderful producing cow sired by Imp. Cruggleton 
Achtoi, Certainly one of the most valuable females in our herd. One of her 
daughters is in the Clay Hills herd and is the dam of Clay Hills Souvenir 7th 
that stood second in class to the junior champion bull at the 1952 International 
show. A very good daughter of this cow sells as a separate lot in this sale. 
She is carrying the service of Cruggleton Nyren. 
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Lot 77 Female 
STROWAN ROSEWOOD STELLA 2770-637 
licittoo: LEwon63 


Red, calved July 20, 1953. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
{Edellyn Royal Leader 2057560 
Edellyn Royal Leader 33d 2306927 |Red, W. McNair Snadden 
Red, Thos. E. Wilson |Scotston Jealous Jean 1917365 
Sire [Red, William B. Robertson 
Circle M Royal Leader 7th 2464931 
Dark roan, W. F. McCanless Pee Mercury 1957318 
White, J. MacGillivray 
Edellyn Rosebud 6th 2263195 |Robina Rosebud 1773069 
Dark roan, Thos. E. Wilson {Red, James Durno 
Cruggleton Achtoi 2009144 Coldock Silver Wedding (286229) 
Roan, A. J. Marshall White, W. McNair Snadden 
Dam | Augusta Clarabelle (180095) 
Rosewood Stella A 2282240 |Red, A. J. Marshall 
White, Arnold Bros. 
(Aldie Premium (267919) 
Rosewood Stella 1992062 |[Red, F. MacGillivray 
Roan, J. H. Fraser |Rosewood Roma (169806) 


[Roan, K. P. MacGillivray 


Strowan Rosewood Stella—Had we retained our herd. this heifer would have 
been our summer yearling for 1954 shows. She is the right kind of an individual 
to win top honors and she is out of one of the best cows we ever owned, a daugh- 
ter of the noted Cruggleton Achtoi. This heifer sells open. 


Lot 78 Female 
DRYNIE ROSEBUD 28TH 2696-969 (373441) — 406260 — 
Tattoo RE MLR H33 


Dark roan, calved March 21, 1950. Bred by R. Maclean, North Kessock, Iver- 
nessshire, Scotland; imported to Canada in May, 1951 by Reford W. Guardhouse, 
Weston, Ontario, Canada; 3rd owner, Oct. 16, 1951, Strowan Farms, Fredericktown, 


Ohio. 
(Garguston Sovereign (291047) 
Cruggleton Perfect (303904) |Red, R. S. McWilliam 
Red, A. J. Marshall |Princess Camelia (131182) 
Sire [Dark roan, A. J. Marshall 
Saltoun Jolly Tar (319499) 
Red, A. M. Talbot Fletcher Calrossie Jolly Tar (284433) 
Red, John MacGillivray 
Ida Goldie (231003) Ivy Goldie (210979) 
Red, A. J. Marshall [Dark roan, A. J. Marshall 
Prumplestown Battleship (300252) (Balmuchy Ringleader (241805) 
Red, J. F. Wright |Dark roan, A. P. Gordon 
Dam |Prumplestown Butterfly 20th (164409) 
Drynie Rosebud 11th (240617) [Red, J. F. Wright 


Roan, Robert Maclean 
(Drynie Copestone (257002) 
Drynie Rosebud 6th (179970) | White, Robert Maclean 
White, Robert Maclean |Drynie Rosebud 3d (130926) 


{[Roan, Robert Maclean 


Imp. Drynie Rosebud 28th—This dark roan imported granddaughter of Crug- 
gleton Perfect has a dark roan bull calf, born March 2, 1954, and sired by Cruggle- 
ton Nyren. The pair will sell together and will be tops wherever they go. This 
cow was purchased for us in Scotland by Reford Gardhouse and he stated that 
she might easily prove to be our best brood cow. She is a great young cow and 
her breeding is tops. 
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Kirkton Monarch, famous sire in the herd at 
Greenwood Farms, South Solon, Ohio. He is 
a half brother, out of the same dam as Green- 
wood Rosebud 3rd, Lot 79 in this sale. 


Lot 79 


Female 


GREENWOOD ROSEBUD 3D 2697-213 


Tattoo LE G 3 


RE oz 


White, calved Jan. 2, 1952. Bred by David S. Graham, South Solon, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Uppermill Metaphor (333383) 
Dark roan, James Durno 
Sire 
Uppermill Wanderer 2545216 
Red, James Durno 


Larbert Waterloo 12th (229874) 


Roan, Peter Forbes Jones 


Naemoor Marshall (345049) 
Red, Robert Moubray 
Dam 
Rosebud Blossom 2551680 
Roan, K. P. MacGillivray 


Rosebud Bloom (288640) 
White, K. P. MacGillivray 


(Lawton Rear Admiral (320130) 
|Dark roan, William Henderson 
|Collynie Mabel Sth (193759) 
|Red, Duthie Webster 


(Larbert Tor (283834) 

|Roan, Peter Forbes Jones 
|Glastullich Sweetheart (130798) 
[Red, W. MacGillivray 


eee Prince Bob (328406) 
Red, Albert James Marshall 
|Naemoor Buttercup 2d (211086) 
|Roan, Robert Moubray 


(Kirkton Air Raid (328077) 
Dark roan, K. P. MacGillivray 
Rosebud Briar (189821) 

|[Roan, K. P. MacGillivray 


Greenwood Rosebud 3rd—A two-year-old daughter of Uppermill Wanderer. 
Her dam, an imported daughter of the great Naemoor Marshall, is the cow that 
produced Kirkton Monarch, a bull used with great success at Greenwood Farms. 
This cow sells with her first calf at foot, a roan heifer born January 17 and sired 
by Strowan Perfect. She is rebred to Strowan Perfect. 
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Lot 80 Female 
GREENWOOD GEM 2544278 
Ibeiavere ible, (S} Ss 


Red, calved Feb. 4, 1949. Bred by David S. Graham, South Solon, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


(Lawton Rear Admiral (320130) 


Uppermill Autocrat (333371) [Dark roan, William Henderson 
Red, James Durno | Augusta Alison (237661) 
Sire |Red, James Durno 
Scotsdale Autocrat 2381633 
Dark roan, James Durno, Jr. {(Garguston Snowstorm (303771) 
| White, R. S. McWilliam 
Glassingall Delicia 4th 2381631 |Glassingall Delicia 2d (227423) 
Dark roan, W. C. Dickson [Red, W. C. Dickson 
Comet (319287) (Coldoch Sensation (275892) 
Red, James Durno |Red, W. McNair Snadden 
Dam |Clipper Blossom (227686) 
Golden Gem 2490076 |Red, James Durno 


Dark roan, James Durno 
(Calrossie Silver King (290892) 
Golden Favour (227692) | White, John MacGillivray 
Dark roan, James Durno |Golden Jewel (200215) 
|[Red, R.S. McWilliam 


Greenwood Gem—She has much to recommend her. She is a half sister to 
Greenwood Souvenir and Greenwood Bombardier and she is out of one of the 
great imported cows in the Greenwood herd. Her son, Strowan Autocrat, sells 
as a separate lot. She was pasture bred in October or November to Cruggleton 
Nyren. 


Lot 81 Female 


ACADIA ROSEWOOD 3D 2549222 
IMejureye) IS (Cll8 


Red, calved April 12, 1949. Bred by Chertsey Corporation, Cleveland, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


eas Royal =226788= 


Glenburn Gold Cup =243581= White, W. J. Russell 


Dark roan, F. H. Deacon & Sons {Glenburn Myrtle 6th =280421 = 
Sire |Red, F. H. Deacon 
Aberfeldy Justright 2477829 
Red, John Gardhouse & Sons (O AC Ransom 13th =234803= 
|Red, Ontario Agr'l College 
Aberfeldy Rubyhill =315134= |Rubyhill 27th =163543= 
Red, John Gardhouse & Sons {[Roan, Robert Graham 
Klaymor Fitter =275486= {Collynie Royal Barrage 1873801 
Roan, W. J. Russell |Roan, D. Webster 
Dam |Klaymor Royal Beauty =284552= 
Willow Lee Rosewood 2d 2356356 |[Red, R. Wylie Hill 


Roan, L. J. Harman 
(Klaymor Chronicle = 237461 = 
Ashmoor Rosewood Lass 2d 2318596 |Dark roan, W. J. Russell 
Red, L. J. Harman |Rosewood Lass Sth =292556= 
|[Red, Lew Richardson & Son 


Acadia Rosewood 3rd—A line bred Collynie Royal Barrage cow that has 
done a good job. Her heifer, Lochmoor Rosewood 3rd, was one of the very best 
produced in 1953. She was pasture bred in October or November to Cruggleton 
Nyren. 
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Strowan Sovereign Lady by Imp. Pittodrie Up- 
right, and her roan heifer calf by Imp. Cruggle- 
ton Nyren. This pair will sell as Lot 82 in this 
dispersion. 


Lot 82 Female 
STROWAN SOVEREIGN LADY 2530651 
Tatoo hE o7e 


Roan, calved Oct. 3, 1948. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 
Bapton Air Pilot (298495) 
Bapton Upright (316211) Dark roan) J. V_ Rank 
veel, JJ, WL Inteuaille Bapton Actress 3d (191608) 
Sire Red, J. V. Rank 
Pittodrie Upright 2380873 
Red, R. Laidlaw Smith Aldie Keystone (297320) 
Red, Finlay MacGillivray 
Pittodrie Andrea (243048) Pittodrie Willow (223149) 
Red, R. Laidlaw Smith Dark roan, R. Laidlaw Smith 
Edellyn Modern Mercury 2024078 Calrossie Mercury 1957318 
Roan, Thos. E. Wilson White, John MacGillivray 
Dam Glenburn Ramsden Lass 1711819 
Elmhurst Sovereign Lady 2373789 Roan, F. H. Deacon 
White, F. S. Davidson 
(Kinellar Outlaw 1847513 
Sovereign Lady 3d 2006963 Roan, Sylvester Campbell 
Roan, Gordon G. Breckon | Sovereign Lady 2d 2161920 
Roan, Gordon G. Breckon 


Strowan Sovereign Lady—The daughters of the $63,500 Perth champion Pit- 
todrie Upright are proving good brood cows. Here is one of them. She is the 
right kind of an individual and from a family we value very highly. Note that 
she represents the Pittodrie Upright and Calrossie Mercury cross. A maternal 
sister was purchased in our 1952 sale by Kenneth Kettenhofen of Wisconsin for 
$1,050. This cow sells with a roan heifer calf at foot born January 7 and sired 
by Imp. Cruggleton Nyren. 
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(Right) Strowan Sovereign Lady 
38rd by Circle M Royal Leader 
Jih. She was purchased in our 
1952 sale by Kenneth Ketien- 
hofen of Wisconsin at $1,050. She 
is a half sister to the dam of Lot 


83. 


Lot 83 


(Left) Strowan Sovereign 
Lady 4th, Lot 83 in this 
sale. 


Female 


STROWAN SOVEREIGN LADY 4TH 2770-639 
iattoo LEvo: WLS 
Red, calved Feb. 10, 1953. Bred and owned by Strowan Farms, Fredericktown, 


Ohio. 


Cruggleton What's Wanted 2555154 
Red, Albert Jas. Marshall 

Sire 

Cruggleton Nyren 2696967 

Dark roan, Albert J. Marshall 


Olwen Nonpareil (289025) 
Dark roan, A. J. Marshall 


Pittodrie Upright 2380873 
Red, R. Laidlaw Smith 
Dam 
Strowan Sovereign Lady 2530651 
Roan, Strowan Farms 


Elmhurst Sovereign Lady 2373789 
White, F. S. Davidson 


Cruggleton Willingdon (291229) 
RLW, A. J. Marshall 

Princess Em (263112) 

Red, Albert Jas. Marshall 


(Cruggleton Perfect (303904) 
Red, A. J. Marshall 
Ophirie Nonpareil (190143) 
Dark roan, A. J. Marshall 


Bapton Upright (316211) 
Red, J. V. Rank 

Pittodrie Andrea (243048) 
Red, R. Laidlaw Smith 


Edellyn Modern Mercury 2024078 
Roan, Thos, E. Wilson 
Sovereign Lady 3d 2006963 
Roan, Gordon G. Breckon 


Strowan Sovereign Lady 4th— An outstanding daughter of Cruggleton Nyren 


out of the great cow Strowan Sovereign Lady that also sells in this sale. 


Just 


note the breeding in this pedigree, Cruggleton Perfect, Cruggleton Willingdon, 
Pittodrie Upright and Calrossie Mercury. This is one of the top individuals in 
the sale and we recommend her very highly. 
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A SS at ie ee 


oe 


Edellyn Royal Leader 18th, photo taken as a yearling. 
Through our purchase of the entire Harry Hacken- 
berger herd, we obtained many daughters of this 
All of them are to be sold in this sale. 


famous sire. 


Lot 84 


LOCHMOOR WIMPLE 2450861 
Tattoo RE HH31l 


Roan, calved May 24, 1947. Bred by H. E. Hackenberger, Lima, Ohio. 


Female 


Owned by Strowan Farms, Fredericktown, Ohio. 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 
Edellyn Royal Leader 18th 2247147 
Red, Thos. E. Wilson 


Elcona Emma 2105254 
Roan, Miles of View Farms 


Cluny Brigadier Command 1982126 
Red, Mrs. B. Hood Linzee Gordon 
Dam 
Allendale Wimple 2d 2023270 
Roan, J. D. Allen 


Vanda Wimple 2d 2023270 
Roan, A. J. Marshall 


(Coldoch Sensation (275892) 
|Red, W. M. Snadden 
|Coldoch Bonny Rothes 2031989 
[Roan, W. McNair Snadden 


(Calrossie Prince Peter 2009143 
|Roan, J. MacGillivray 
{Emma 12th 2000955 

[Red, Miles of View Farms 


oes Command (275428) 
Roan, J. MacGillivray 

|Cluny Pauline 42d (167738) 

[Dark roan, Chas. A. Linzee Gordon 


aes Essander (250076) 
Red, A. J. Marshall 

|Vain Wimple (170211) 

[Roan, A. J. Marshall 


Lochmoor Wimple—One of the top daughters of Edellyn Royal Leader 18th. 
Her mother was an outstanding individual and a real producing cow. She has 
a good daughter in the sale and she is in calf since November to the service of 


Strowan Perfect. 
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Lochmoor Wimple 4th by Woodshade Diamond 


ee feee 


and her roan heifer calf by Willow Lee Wonder 
6th. This pair will sell as Lot 85 in this sale. 


Lot 85 


Female 


LOCHMOOR WIMPLE 4TH 2611-722 
Tattoo RE H17 


Roan, calved July 10, 1950. Bred by H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Broadhooks Leader 2184765 
Red, Lew Richardson & Son 
Sire 
Woodshade Diamond 2508493 
Red, Geo. N. Fisher & Sons 


Augusta Queen 2002911 
Roan, Tudor Brothers 


Edellyn Royal Leader 18th 2247147 


Red, Thos. E. Wilson 
Dam 
Lochmoor Wimple 2450861 
Roan, H. E. Hackenberger 


Allendale Wimple 2d 2023270 
Roan, J. D. Allen 


Newallyn Royal Leader =249261= 
Red, H. A. Newman 

|Broadhooks Maid 15th 2184767 
Roan, L. Richardson & Son 


Browndale Commander 1835125 
Roan, Woodruff Farm 
Parkdale Augusta llth 1907537 
Roan, Willard Moser 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Elcona Emma 2105254 

{[Roan, Miles of View Farms 


Cluny Brigadier Command 1982126 
Red, Mrs. B. Hood Linzee Gordon 
Vanda Wimple 2d 2023270 


Roan, A. J. Marshall 


Lochmoor Wimple 4th—One of the excellent cows in the herd. She is a 
daughter of Woodshade Diamond, grand champion bull at the Ohio and Michigan 
state fairs. These Wimples trace to a great cow that was bred in the A. J 
Marshall herd in Scotland. This cow sells with a sweet roan heifer calf born 
January 1, 1954, and sired by Willow Lee Wonder 6th. She has been remated to 
Cruggleton Nyren. 
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Lot 86 Female 
LOCHMOOR WIMPLE 3D 2574357 
Tattoo RE» Hil 


Red, calved Sept. 5, 1949. Bred by H. E. Hackenberger, Lima, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


{(Bapton Air Pilot (298495) 


Bapton Upright (316211) |Dark roan, J. V. Rank 
Red, J. V. Rank pa Actress 3d (191608) 
Sire Red, J. V. Rank 
Pittodrie Upright 2380873 
Red, R. Laidlaw Smith Aldie Keystone (297320) 
Red, Finlay MacGillivray 
Pittodrie Andrea (243048) Pittodrie Willow (223149) 
Red, R. Laidlaw Smith {Dark roan, R. Laidlaw Smith 
Cluny Brigadier Command L 982126 Calrossie Command (275428) 
Red, Mrs. B. Hood Linzee Gordon Roan, J. MacGillivray 
Dam Cluny Pauline 42d (167738) 
Allendale Wimple 2d 2023270 [Dark roan, Chas. A. Linzee Gordon 


Roan, J. D. Allen 
(Cruggleton Essander (250076) 
Vanda Wimple 1984008 |Red, A.J. Marshall 
Roan, A. J. Marshall |Vain Wimple (170211) 
[Roan, A. J. Marshall 


Lochmoor Wimple 3rd—A daughter of the noted Perth supreme champion Pit- 
todrie Upright and from the same dam as Lochmoor Wimple, also selling in the sale. 
This cow sells with an outstanding roan heifer calf at foot born October 17, 1953, 
and sired by Willow Lee Wonder 6th. She was pasture bred again in October or 
November to Imp. Cruggleton Nyren. Be sure to see this pair. 


Lot 87 Female 
KIRKLAND PRINCESS 2568513 
Tattoo LE 03 


Light roan, calved March 20, 1949. Bred by E. B. Kirkpatrick, Cardington, Ohio. 
Calved property of Kirkland Farm, Cardington, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


ete Yesteryear (316830) 
Crieffvechter Beacon 2299776 Red, Duncan M. Stewart 
Red, W. D. Dron et Butterfly 25th (244004) 


Sire Red, Samuel G. Ward 
Maxwalton Jason 2425332 
Red, Maxwalton Farms, Inc. (Browndale Cumberland 1883723 
Roan, T. Dorsey Jones 
Maxwalton Miss Ramsden 1958470 Empress Stamp 2d 1914852 
Red, Maxwalton Farms, Inc. |Red, Robt. M. Peck 
Van Dale Coral 2014634 (Van Dale Coronet 1795342 
Roan, C. B. & E. L. Van Sickle |RLW, C.B. & E. L. Van Sickle 
Dam ae Leas Maggie 7th 1711891 
Coraldale 2129112 White, C. B. & E. L. VanSickle 


Roan, E. B. Kirkpatrick 
(Warbond Count 1883296 
Rosedale 3d 1941380 |Roan, G. A. Dix 
White, H. J. Dennis {Roselyn 1655722 
|[Roan, H. J. Dennis 


Kirkland Princess—Sired by a good son of Imp. Crieffvechter Beacon, the 
bull that was used so successfully in the famous Maxwalton herd. She sells 
with a roan heifer calf at foot, born March 12 and sired by Imp. Cruggleton Nyren. 
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Lot 38 


Female 


WILLOW LEE EMMA 2505659 
Tattoo RE 050 


Red, calved Feb. 16, 1948. Bred by O. W. House, Washington C. H., Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Klaymor Beau Ideal =233424= 
Dark roan, W. J. Russell 

Sire 

Beathton Favorite 2230106 

Dark roan, Beath Farms 


Beathton Rosewood 2d =297982= 


Red, Beath Farms 


Sni-A-Bar Royal Baron 1929067 
Red, Sni-A-Bar Farms 

Dam 

Elcona Royal Emma 2d 2286521 

Red, Mr. and Mrs. Ernest M. Sims 


Emma 12th 2000955 
Red, Miles of View Farms 


ees Royal Barrage 1873801 
Roan, Duthie Webster 

eae aie Brawith Bud 4th 
Red, J. N. Reid =269241= 


eee Clipper =225957 = 
Red, Beath Farms 

|Edellyn Rosewood 18th 1772342 
[Red, Thos. E. Wilson 


(Sni-A-Bar Crown 1805642 
|Roan, Sni-A-Bar Farms 

| Sni-A-Bar Gloster 24th 1805677 
|[Red, Sni-A-Bar Farms 


(Scotston Airman 1873325 
|Red, William B. Robertson 
|Sni-A-Bar Emma 2d 1695022 
[Red, Sni-A-Bar Farms 


Willow Lee Emma—A daughter of Beathton Favorite out of a dam by Sni- 
A-Bar Royal Baron and tracing to the famous Sni-A-Bar Emma family. 


Lot 89 


Female 


MAYFLOWER PRINCESS 3D 2716-743 
Tattoo LE 1 


Roan, calved May 21, 1952. Bred by Arnold B. Gerdeman, Delphos, Ohio; 
calved property of Willard Moser, Pandora, Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Crieffvechter Beacon 2299776 
Red, W. D. Dron 

Sire 

Red Gate Commander 2514777 


Roan, Maxwalton Farms, Inc. 


Jilt of Brae Lodge 4th 2217388 
Roan, T. A. Russell 


Conqueror Browndale 2333389 
Roan, Mrs. Fred Egbert 

Dam 

Mayflower Princess 2d 2676613 

Red, Arnold B. Gerdemann 


Mayflower Lady 2331611 
Red, Arnold B. Gerdemann 


bere Yesteryear (316830) 
Red, Duncan M. Stewart 
Dromore Butterfly 25th (244004) 
Red, Samuel G. Ward 


(Glenburn Detonator =233884= 
|Red, F. H. Deacon 

|Brae Lodge Melba 1770037 
{Roan, Thos. E. Wilson 


(Watt Acres Conqueror 2139559 
|Roan, Walter E. Watt 
|Germanica 7th 2196518 
|[Red, Mrs. Fred Egbert 


(Commander's Robin 2d 2159184 
|Red, B. B. Snavely & Son 

| Woodshade Lassie 1819934 
[Red, Geo. N. Fisher 


Mayflower Princess 3rd—A very good, dark roan heifer sired by a good son 
of Imp. Crieffvechter Beacon. She was purchased at the top price of the 1954 
Ohio Winter Sale and we had intended to keep her. She is in calf since August 
26, 1953, to Morphie Les, imported by L. E. Mathers and now chief sire in the 


herd of LeRoy Egbert, Botkins, Ohio. 


standing sire. 


She should have a great calf by this out- 
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Willow Lee Rosebud 5th, the famous “B Day” 
heifer. She will sell as Lot 90 in this dispersion. 
Read the story of this heifer on the opposite page. 


Lot 90 


Female 


WILLOW LEE ROSEBUD 5TH 2724-953 
Tattoo LE 0170 


Roan, calved May 2, 1952. Bred by House & Benroth, Washington C. H., Ohio. 
Owned by Strowan Farms, Fredericktown, Ohio. 


Edellyn Royal Leader 2057560 
Red, W. McNair Snadden 
Sire 
Edellyn Royal Leader 83d 2475755 
Red, Thos. E. Wilson 


Village Beauty A 4th 2115187 
Roan, Arnold Bros. 


Cluny Brave Rodney (350739) 


Dark roan, Mrs. B. H. Linzee Gordon 


Dam 
Buttermere Rose 2602114 
Dark roan, Charles MacPherson 


Marden Rosebud 37th (260185) 
Red, Peter Greenwell 


Rees Sensation (275892) 
Red, W.M. Snadden 
|Coldoch Bonny Rothes 2031989 
|[Roan, W. McNair Snadden 


(Shore Acres Command 1945446 
Roan, C. A. Linzee Gordon 
Village Beauty A 1802315 
|Red, W. J. Russell 


Ballechin Rodney (327093) 

Red, R. Wemyss Honeyman 
Cluny Brawith Bud 22d (260003) 
White, Mrs. B. H. Linzee Gordon 


Marden Eagle 2d (308233) 
Red, Peter Greenwell 
Marden Rosebud 17th (187755) 


Dark roan, Bernard Greenwell 


Willow Lee Rosebud Sth—Here is the famous heifer that we purchased in the 
“B Day” auction held at Everybody's Farm near Mason, Ohio, last July. She is 
by Edellyn Royal Leader 83rd and is a half sister to the 1952 International grand 
champion steer, Ohio’s Leader 2nd. We paid $1,900 for her and the money 
went for prizes and scholarships for junior stockmen who are establishing herd 
foundations. She is out of a great imported cow and she is right up to calving 
to the service of Willow Lee Wonder 17th, grand champion bull at the 1953 Ohio 
State Show at Wapakoneta and third prize in class at the 1953 International, We 
bought her to retain as a permanent part of our foundation herd and is offered for 
sale only because we are dispersing. 
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Vernon Benroth holds the “B-Day” heifer, Willow Lee Rosebud 5th while fieldman 
Bob Schmidt interviews Dr. O. W. House and Dwight Griffith. This famous heifer 
will be sold in the Strowan Dispersion. See Lot 90. 


ee B-Day” 


a great success 


The program including auction of half 
sister of Ohio’s Leader 2nd was broad- 
cast to a nation-wide audience. 


B-Day at Everybody’s Farm near 
Mason, Ohio, Saturday, July 1lth, drew 
an estimated attendance of 2,000 from 
Ohio, Indiana and Kentucky. The event 
arranged by Shorthorn and Polled 
Shorthorn breeders of these three fa- 
mous Shorthorn producing states and 
radio station WLW was a successful 
new venture in the promoting of the 
beef industry over the entire country. 


Auctioned by Paul Good, Van Wert, 
Ohio, in what was described as “the 
most public auction ever held,”’ Willow 
Lee Rosebud Sth a half sister to the 
1952 International grand champion 
steer over all breeds, Ohio’s Leader 
2nd, was bought for $1,900 by Dwight 


Griffith, Strowan Farms, Fredericktown, 
Ohio. The proceeds go towards prizes 
and scholarships for junior stockmen 
in the three states sponsoring the 
event, emphasis being given to efforts 
in establishing herd foundations. 


Runners up on this heifer were 
Acadia Farms, Northfield, Ohio, Lynn- 
wood Farms, Carmel, Indiana, Red 
Gate Farms, Canfield, Ohio, and 
Greenwood Farm, South Solon, Ohio. 
The heifer was made available by Dr. 
O. W. House and Vernon Benroth of 
Washington Court House, Ohio. 


On Saturday, July 4th, a preview of 
the B-Day program was featured on 
the National Farm and Home hour over 
the entire NBC radio network. As a 
result of the nation-wide audience who 
listened to the broadcast the atten- 
dance came from many states to see 
the demonstrations and enjoy the field 
day events. 


The program was for the purpose of 
promoting the raising of beef cattle in 
the Ohio Valley area, where much 
more of the hill land needs to be in 
grass and other forage. 


Reprinted from The Shorthorn World, Sept. |, 1953 
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Lot 91 


Female 


CLIPPER GORDON 8TH 2507602 
Tattoo RE 482 


Red, calved May 1, 1948. Bred by Perry S. Stangel, Sidney, Ohio; 2nd owner June 


28, 1948, C. A. Dunson, Sidney, Ohio. 


Prince Peter 2053672 

Red, Miles of View Farms 
Sire 
Golden Oak Prince Peter 2244129 
Red, Chas, R. Hartsook 


A. L. Gwendoline 25th 1979468 
Red, John Regier & Sons 


Cedardale Sultan 2d 1922588 
Roan, N. L. Steva 

Dam 

Clipper Gordon 7th 2090803 

Roan, Perry S. Stangel 


Clipper Dainty 1868495 
Roan, Perry S. Stangel 


Owned by Strowan Farms, Fredericktown, 


{Calrossie Prince Peter 2009143 
|Roan, J. MacGillivray 
Raa Jealousy 4th 1991396 


Roan, Duncan M. Stewart 


(Divide Barrister 1837803 
|Roan, The Allen Cattle Co. 

| A. L. Gwendoline 13th 1781028 
|Red, John Regier & Sons 


(Goldspur’s Choice 1878292 
|Roan, W. H. Steva 

|Cedardale Lavender 7th 1846814 
|[Red, -N. L, Steva 


Bey Dale Glipper 1591782 
Red, W.H. Steva 
|Dainty Clipper 1602392 
|[Roan, Ivan S. Clayton 


Clipper Gordon 8th—A six-year-old daughter of Golden Oak Prince Peter and 
a member of the Clipper family that has proved so prolific in the herd of Perry 


S. Sangel at Sidney, Ohio. 


Chuck Behm, expert cattleman and widely 


known herdsman, is in charge of prepar- 


ing the Strowan herd for this dispersion. 
Hugo Schmidt is his able assistant. We 


are grateful to these men for their tire- 


less efforts in behalf of Strowan Short- 


horns. 
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Attention - - Southern Buyers! 


Buy now. Take delivery on October 1. 
We know you don't like to lay in cattle 
during the hot months. We have arranged 
with Robert Reese, who has leased Strow- 
an Farms, to hold your purchases until 
October Ist. They will be turned on pas- 
ture (good pasture) and will receive 


good care. No charge! 


x « « 


Strowan Shorthorns have won highest 
honors in American show rings and have 
been purchased by discriminating breed- 
ers from coast to coast. We are proud of 
the long list of satisfied Strowan cus- 


tomers. 
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Want to insure your 
cattle against death 
from any causes 


List the cattle you bought below along with the purchase prices and 
hand this sheet to Hal Longley, representative of the American Live 
Stock Insurance Company. 


Catalog Name of Animal Cost 
Number 
My: namesis 0.3... ee ee 
Address riot yee See ie he eae dey 
OWT eee a ee ree i ae State 0...) eee 
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Above is shown the Perth champion, Imp. Calrossie Mercury. 
Several of his granddaughters will sell in this sale and our 
herd bull, Circle M Royal Leader 7th, is out of one of his daugh- 
ters. You will find that this sale is packed with excellent 
animals representing the Edellyn Royal Leader-Calrossie Mer- 
cury cross. 


PLAN NOW TO 
ATTEND THIS 
MOST IMPORTANT 


DISPERSION OF 
THE YEAR. 
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Index to Animals 


Acadia Lady Goldendrop 2nd.Lot 56 Priscilla 4th eo Lot 71 
Acadia Rosewood 3rd Lowsie— Ringwell Snowdrop 2.25.7. Lot 67 
Puemercrntieath een Lot 26 Rosewood Stella A... sSSSs—sCSsSsLtt : 76 
Blend’s Crocus of Red Gate. Lot 35 Strowan Air Monarch ——ss Lot 6 
CH Orange Blossom D ..... Lot.GG@aotrowan) Allardes =... Lot. 5 
SiopersGordon: Sth _...................... Lot 91 Strowan Amaranth 2nd Lot 27 
Piepere Maiden. (2... <<... Lom. 4a Sirowdneougustay Die Lot 20 
Conner’s Princess Rosina Lot 69 Strowan Augusta D 2nd sido 19 
Cruggleton Nyren —_................... Lotualeee strowan AugustalD 4th Lot 22 
Datos) It). Lot 57 Strowan Augusta M..—s—_—sCLott 25 
Upio INCi As) _.Lot 62 Strowan Augusta 7th Lot 21 
Drynie Rosebud 28th __.............. Lot 78 Strowan Autocrat __ ae es Lot 12 
Elmhurst Augusta 2nd Lotsl|6 mr otrowan -Brigand!. ==! Lot 11 
Elmhurst Augusta 12th Lot 18 Strowan Broadhooks Lot 31 
Elmhurst Augusta 23rd Lot 17. Strowan Broadhooks H..——iLot 29 
Elmhurst Clipper Rose Lot 41 Strowan Clipper Ann ARAL RE 
Elmhurst Countess 2nd _................ Lot 45) strowanaClipper-C, eee. Lot 96 
ElmhursteMivitles ord) 22) Lot 61 Strowan Clipper G 20th ss Lot 40 
Elmhurst Myrtle 4th -.................... Lot 58 Strowan Clipper Rose ._————siLot 42 
Elmhurst Myrtle 6th Lot 59 Strowan Clipper Rose 2nd Lot 43 
Greenwood Gem PerLot.cOmeacwowane Control) 66-4 Lot 10 
Greenwood Rosebud 3rd ____——~‘Lot 79 #=Strowan Dorothy tee Lot, 46 
HHF Augusta Sandra Lot 23 Strowan Dorothy 4th _._——-—s—s—s—SsLott 48 
HHF Princess Enid B 3rd Lot 73 Strowan Dorothy May ..........____ Lot 47 
Hilary, Broadhooks ...................... Lotecceaeoitowan blizd eee Pee. ore Lot 51 
POD UUGTCUD (. ococe LothozeeotrowdntLortress: = =) Lot: 8 
Kirkland Princess _.................. Lotc/meeoirowane Goldic 22) a Lotiod 
Lochmoor Broadhooks ____————S—SsidLot 30)0)30 Strowan Goldie 2nd __ pa Lotgo4 
Pochmoor.Glipper A 2... Lot 37. Strowan Gold Ring _. ee _otee 
Lochmoor Clipper Ann. Lot 38 Strowan Miss Rothes __................ Lot 72 
LocumoorsGlipper) Hita =. + Lotro4y eoirowan, Observer... =... .-.....Lot’ <9 
ochmoor Goldie -......... Lot 52 Strowan Paymaster _............... Lot 13 
LochmoorMyrtle 5th... Lot 60 Strowan Perfect sss es, te. Lot —2 
Lochmoor Nonpareil PeLotiocee otrowan Princess. Hi. .. Lot 74 
Lochmoor Sir Talisman Lotsa se irowan Princess: Ha 2nd =... Lot 75 
hochmoorsWimple 2... =... Lotctee orowdn -Priscilid: 2s Lot 70 
Lochmoor Wimple 3rd _ Lot 86 Strowan Rosewood Stella Lots 7/7 
Lochmoor Wimple 4th Ot BOMEES trac Royal Oak Low ld 
Marellbar Clipper Rita 4th Voto emect oo cr. Feagll URe Toney 
MMaxwalton puguale SS th ear Lot 24 Strowan Sovereign Lady... Lot 82 
Mayflower Princess 3rd _... Lot 89 ; 

Mosecirice Fees Lot 50 Strowan Sovereign Lady 4th ___ Lot 83 
Newallyn Orange Blossom 18th Lot 65 strowan) Wonder 255 a2 Lot 15 
Oakfield Eliza sss isis Lot 49 Susanna Nonpareil 3rd _......Lot 64 
Princesse BOIrie fee... Lot 68 Willow Lee Emma __.................. Lot 88 
Princess Doreen 6th ss SSCL 55) =3=906 Willow Lee Rosebud 5th Lot 90 


103 


ant, 


at 


Sea meas 


beta 
a 
mene 
“ane, 


Aa, ~ re _ 
—.™, 7 ri y “ “ ete 
ee see 


tte 


Se air nacte 


S ‘ rm s : ‘ fet 3 S 2 etn rea Saato 

an tis ze ; ; pes % “ 7 ; area tay 
Nase ee ms 

* 


ie vn iene ‘ = Pate 
renter : : Sewn 


on 
Sta 
eet te 


i 


piety 
oe 
ne 


ah i %, r o 
Na 8 a Aun a i eee Nenana 
: ey 


eh 
Seinen atone 


